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January  5,  1989 


NOTICE  OF  EXECUTIVE  SESSION 


The  Public  Utili 


ties  Commission  of  the  City  and 


County  of  San  Francisco  will  meet  in  executive  session, 
for  the  purpose  of  discussing  the  issue  of  Commission 
personnel  approvals,  on  Tuesday,  January  10,   1989,  at  1:30 
P.M.,   in  Room  287,  City  Hall,  San  Francisco,  California. 
This  meeting  is  in  compliance  with  California  Government 
Code  Section  54956.9(b)(1). 


RAB : ava 

cc:     Members,  PUC 

George  Krueger 
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MINUTES 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,   City  Hall 
2:00   P.M.  ^ 
January  10,  1989 

COMMISSIONERS 
H .  Wei ton  Flynn,  President 
Arthur  V.  Toupin,  Vice  President 


Jeffrey  Lee 


Sherri  Chiesa 


Rodel  E.  Rodis 


DEPARTMENTS 


BUREAUS 


Hetch  Hetchy  Project 


Claims  and  Contracts 


Municipal  Railway 


Energy  Conservation 


water  Department 


Engineer ing  and 
Construction  Management 


Financial  Management  and 
Performance  Monitor ing 


Information  Systems 


Personnel  and  Training 


Dean  W.  Coffey 


GENERAL  MANAGER 


Romaine  A.  Boldridge 


SECRETARY 


89-001 


Call  to  Order:     2:15  P.M. 


Present:       President  H.  Welton  Flynn,  Vice  President  Arthur  V. 

Toupin,  Commissioner  Jeffrey  Lee,  Commissioner  Sherri 
Chiesa,  Commissioner  Rodel  E.  Rodis 


On  motion  of  Toupin,  seconded  by  Lee,  the  Minutes  of  the  Regular 
Meeting  of  December   13,   1988  were  approved. 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 

On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

89-0001         MR       Requesting  the  Controller  to  draw  warrants  in  payment 
of  claims  against  the  Municipal  Railway,  totaling 
$466,075.00. 

VOTE:     Ayes  -  Flynn,  Toupin,   Lee,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

89-0002        MR      Approving  compromise  settlements  in  the  amount  of 

$318.13,   and  collections   in  the  amount  of  $15,126.75, 
for  payment  of  damage  claims  which  the  Municipal 
Railway  has  against  miscellaneous  debtors  for  the 
month  of  November,  1988. 

VOTE :     Ayes  -  Flynn ,  Toupin,   Lee ,  Chiesa ,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

89-0003         MR       Approving  Revolving  Fund  payments  made  by  the 

Manager,  Bureau  of  Claims  and  Contracts,  totaling 
$154,793.50,  for  settlement  of  claims  against  the 
Municipal  Railway,   in  the  month  of  November,  1988. 

VOTE:     Ayes  -  Flynn,  Toupin,   Lee,   Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

89-0004        MR      Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,  and  authorizing  Bid  Call 
for  Municipal  Railway  Contract  No.  MR-1011,  Presidio 
Yard  Security  Fencing  and  Gates. 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


89-002 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,  and  authorizing  Bid  Call 
for  San  Francisco  water  Department  Contract  No. 
WD-2017 ,  8- inch  Ductile  Iron  Main  Installation  in 
Hamilton  and  Dwight  Streets  between  Woolsey  and 
Bowdoin  Streets;  Bowdoin  Street  between  Olmstead  and 
Mansell  Streets;  Brussels  and  Ordway  Streets  between 
Olmstead  and  Goettinger  street, 

VOTE:     Ayes  -  Flynn,  Toupin,   Lee,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Authorizing  the  Bureau  of  Energy  Conservation  to 
circulate  a  Request  for  Proposals  for  a  consultant  to 
perform  energy  efficiency  design  review  of  municipal 
Capital  Improvement  Projects  in  the  predesign  and 
design  stages. 

VOTE :     Ayes  -  Flynn ,  Toupin,  Lee ,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Author  i zing  the  Bureau  of  Energy  Conservation  to 
issue  a  Final  Contract  Payment  Authorization  in  the 
amount  of  $4,000.00  to  Newcomb  Anderson  Associates 
for  consulting  services. 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Authorizing  the  Bureau  of  Energy  Conservation  to 
enter  into  a  professional  service  contract  with 
Moore-Iacof ano-Goltsman,    in  the  amount  of  $9,450.00, 
to  provide  consulting  services  for   the  development  of 
administrative  and  technical   rules  and  guidelines  for 
the  implementation  of  the  Commercial  Energy 
Conservation  Ordinance. 

VOTE :     Ayes  -  Flynn,   Toupin,   Lee ,   Chiesa ,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Approving  the  Non  Civil  Service  and  Temporary 
appointments  and  removals  for   the  months  of  October 
and  November  1988. 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,   Chiesa ,  Rodis 


89-003 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0010         GM       Adopting  the  revised  Conflict  of  Interest  Code  and 
urging  the  Board  of  Supervisors  to  adopt  said 
code . 

VOTE :     Ayes  -  Flynn ,  Toupin ,  Lee ,  Chiesa ,  Rod is 


On  motion  of  Lee,  seconded  by  Rodis,   the  following 
resolution  was  adopted: 

89-0011        MR      Authorizing  the  Municipal  Railway  to  modify  the 

existing  contract  with  Booz  Allen  and  Hamilton  to 
assist  in  completion  of  the  vehicle  specifications; 
monitor  the  design  and  manufacturing  process,  and 
provide  inspection  services;   increasing  the 
contracted  amount  by  an  additional  ^481,000  to  a 
total  contract  cost  not  to  exceed  ^771  , 000,  and 
extending  the  completion  date  to  June  30,  1992. 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Lee,  the  following 
resolution  was  adopted: 

89-0012        MR      Authorizing  the  General  Manager  of  Public  Utilities 
to  negotiate  and  execute  a  professional  services 
agreement  with  Booz-Allen  &  Hamilton,   Inc.,   for  an 
amount  not  to  exceed  $850,000  for  a  period  of  three 
years  and  five  months,  to  provide  engineering 
services  related  to  the  procurement  of  an  Advanced 
Train  Control  System  for   the  Muni  Metro. 

VOTE:     Ayes  -  Flynn,  Toupin,   Lee,   Chiesa,  Rodis 


On  motion  of  Chiesa,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

89-0013         WD       Authorizing  the  General  Manager  of  the  Water 

Department  and  the  Bureau  of  Energy  Conservation 
Director  to  enter  into  a  Memorandum-of-Understanding 
with  the  San  Francisco  Unified  School  District  for 
the  purpose  of  design,    implementation  and 
continuation  of  a  permanent  water  and  energy 
conservation  program  in  the  San  Francisco  public 
schools,   for  a  maximum  cost  of  ^24,000  in  fiscal  year 
1988-89  . 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


89-004 


On  motion  of  Rodis,  seconded  by  Lee,   the  following 
resolution  was  adopted: 

Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  Supplemental  Appropriation  in  the 
amount  of  $187,938  to  amend  the  Water  Department's 
operating  budget  to  add  ten  new  positions  and  related 
equipment  for  the  expansion  of  the  San  Andreas  Water 
Treatment  Plant  to  comply  with  increased  federal  and 
state  regulatory  requirements  for  water  quality. 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Approving  the  assignment  of  the  agreement  between 
Parsons,  Br inckerhof f ,  Quade  and  Douglas,   Inc.  and 
the  Utilities  Engineering  Bureau  to  the  consulting 
firm  of  Manna  Consultants,   Inc.  and  authorizing  the 
Manager  of  the  Utilities  Engineering  Bureau  to 
execute  this  assignment. 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


On  motion  of  Rodis,  seconded  by  Lee,  the  following 
resolution  was  adopted: 

Authorizing  the  Manager,  utilities  Engineering 
Bureau,  to  execute  Amendment  no.   1  to  the  Agreement 
with  Gordon  H,  Chong  and  Associates,  in  an  amount  not 
to  exceed  $45,000,   for  design  and  construction 
administration  of  the  Muni  Treat  Avenue  Facility. 

VOTE:     Ayes  -  Flynn,  Toupin,   Lee,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Authorizing  an  agreement  with  Bay  Area  Rapid  Transit 
District  for  reimbursement  of  feeder  trips  made  on 
Muni  to  and  from  BART  stations  in  San  Francisco. 

VOTE:     Ayes  -  Flynn,  Toupin,   Lee,  Chiesa,  Rodis 


On  motion  of  Rodis,  seconded  by  Lee,  the  following 
resolution  was  adopted: 

Authorizing  the  Assistant  General  Manager,  Finance, 
to  apply  for,   accept  and  expend  $22,951,101  from 
1989-90  State  Article  XIX  Guideway  and  Transportation 
Planning  Development   (TP&D)   Account  Transit  Capital 
Improvement  funds  and  $4,934,219  from  such  regional 
and  local  match  funding  sources  as  State  Transit 
Assistance  funds.   Bridge  Toll  Net  Revenues,  Hetch 
Hetchy  funds.  Transit  Impact  Development  Fees,  and 


89-005 


the  San  Francisco  Municipal  Railway  Improvement 
Corporation  for  eight  Municipal  Railway  capital 
projects:   1.   30-STOCKTON  Trolley  Overhead 
Reconstruction,     2.  Market  street  Transit 
Thorough  far e/F-MARKET  Line ,     3 .  31-BALBOA 
Electrification,     4.  Light  Rail  Vehicle  Purchase, 
5.  Cable  Car  Improvements,     6.  Muni  Metro  Extension 
Right-of-way  Purchase,     7.  Light  Rail  Vehicle 
Facility,     8.  J-M  Layover  Terminals, 

VOTE :     Ayes  -  Flynn ,  Toupin,  Lee ,  Chiesa ,  Rod is 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  supplemental  appropriation  for  Security 
and  Protective  Services,  in  the  amount  of  $798,809, 
for  the  projected  FY  1988-89  budget  shortfall;  for 
additional  guard  and  guard  dog  services;  and  for  the 
addition  of  guard  coverage  for  all  Muni  stations, 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa ,  Rodis 


On  motion  of  Rodis,  seconded  by  Lee,  the  following 
resolution  was  adopted: 

Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  Municipal  Railway  supplemental 
appropriation  in  the  amount  of  $50,000  to  fund 
Peninsula  Corridor  Study  Joint  Powers  Board  costs. 

VOTE :     Ayes  -  Flynn,  Toupin ,  Lee,  Chiesa,  Rodis 


On  motion  of  Toupin,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Authorizing  the  General  Manager  to  execute  an 
agreement  with  Caltrans  for  the  continued  operation 
of  an  expanded  shuttle  bus  program  between  the 
Caltrans  Terminal  at  4th  and  Townsend  and  the 
Downtown  area,  for  Fiscal  Year  1988-8  9,  at  a 
r eimbur semen t  rate  of  $6  7  per  hour  for  incremental 
Municipal  Railway  motor  coach  service. 

VOTE:     Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


On  motion  of  Chiesa,  seconded  by  Rodis,  the  following 
resolution  was  adopted: 

Awarding  the  0.42  acre  right-of-way  lease  in  San 
Mateo  County  to  King  C.  Electric  Inc.,  a  California 
corporation,   for  a  term  of  five   (5)   years,  commencing 
January  1,   1989,    in  the  amount  of  $9,660,96  per  year. 

VOTE:     Ayes  -  Flynn,   Toupin,   Lee,   Chiesa ,  Rodis 


89-006 


On  motion  of  Toupin,  seconded  by  Chies 
following  resolution  was  adopted: 

89-0023        CC      Authorizing  a  one   (1)  year  Lease  of  .10  acres  of 

Water  Department  Lands  in  San  Francisco  to  California 
Book  Company,  Ltd.,  for  the  purpose  of  operating  a 
book  store,  for  a  term  of  one  (1)  year,  commencing 
January  1,   1989  and  terminating  on  December  31,  1989, 
at  an  annual  rental  of  |22,500.00. 

VOTE:  -  Ayes  -  Flynn,  Toupin,  Lee,  Chiesa,  Rodis 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 

******** 

New  Business 

President  Flynn  reported  that  he  had  addressed  the  State  Senate 
Transportation  Committee  on  behalf  of  the  Public  Utilities  Commission 
and  the  Municipal  Railway  regarding  the  proposal  to  combine  Bay  Area 

transit  systems.     He  said  that  he  presented  the  benefits  of  the 
Municipal  Railway's  current  operations.     These  committee  hearings  may 
result  in  State  legislation  proposing  common  maintenance  and  other 
common  functions. 

******** 

Report  of  the  General  Manager 
Graffiti  update 

Ms.  Jo  Ivester,  Deputy  General  Manager  of  Engineering  and 
Administration,  stated  that  last  year  the  department  presented  a 
$12-13  million  program.     Staff   reviewed  the  program  to  determine  what 
actions  could  be  taken  without  additional  money,     Ms.  Barbara  Allen 
Conway  came  over  from  the  Mayor's  office  to  work  on  the  problem. 
Staff  reviewed  the  department's  capital  program  and  identified  items 
which  could  be  deferred  to  provide  funds  for  fencing.     In  addition, 
Mr,  Charles  Richardson,  Chief  of  Protective  Services,  and  the  Finance 
Bureau,  developed  cost  estimates  to  secure  the  yards  with  guards  and 
guard  dogs. 

Ms.  Conway  summarized  the  1989  graffiti  prevention  plan  which  is 
divided  into  four  areas:     1)   security;  2)  apprehension  and 
prosecution;  3)  cleaning;  and  4)  education  and  community  involvement. 

Mr.   Edward  Pearson,   Chief  Engineer,   showed  a  drawing  of  the  type  of 
fencing  to  be  used  at  the  yards.     The  Presidio  yard  will  be  fenced 
first.     It  is  expected  to  be  completed  in  August  1989. 

Ms.    Ivestor  stated  that  there  had  been  a  lot  of  misinformation 
circulating  regarding  a  possible  video  system  program.     The  program 
would  place  video  monitors  in  subway  stations,  both  to  supply 
information  to  the  public  and  to  provide  a  mechanism  for 
advertising,     Mitsubishi  had  offered  to  pay  the  City  for  the  rights 
to  install  such  a  system  at  no  cost  to  the  City.     Staff  is  in  the 
process  of  developing  a  Request  for  Proposals  to  implement  such  a 
system.     She  said  that  staff  intends  to  release  the  RFP  in  April, 
conduct  an  open  bid  process,  and  have  a  contract  in  place  in  early 
summer . 


89-007 


Kirkwood  Penstock 


Mr.  Dean  Coffey,  General  Manager  of  Public  Utilities,  reported  that 
one  of  the  piezometers,  installed  following  movement  of  the  penstock 
a  few  years  ago,  has  begun  to  show  movement.     It  has  not  affected  the 
penstock  at  this  time.     The  department  will  have  the  consultant. 
Woodward  Clyde,  analyze  the  situation. 

Illegal  Dumping  By  Lessee 

Mr.  Coffey  reported  that  a  Watershed  Keeper  Supervisor  discovered  a 
lessee  illegally  dumping  oil  into  a  pit  on  Water  Department  land 
This  action  has  been  brought  to  the  attention  of  the  proper 
author ities .  ^  ^ 

******** 

Resolution  No.  89-0019  —  Requesting  a  supplemental  appropriation  for 
security  and  Protective  Services  for  the  Municipal  Railway. 

Mr,  Richardson  stated  that  a  phased  security  program  had  been 
developed.     The  first  phase  covers  facilities,  stations  and  revenue 
protection.     The  second  phase  covers  security  of  passengers  and 
employees  while  riding  the  Municipal  Railway  system.     Currently,  we 
are  operating  under  a  1984  contract  providing  only  20  security 
officers  and  7  for  revenue  protection.     The  new  package  will  provide 
a  security  officer  and  a  guard  dog  at  every  Municipal  Railway 
facility  during  evenings  and  weekends,  also  a  security  officer  at 
each  LRV  station  during  nonoperational  hours. 


******** 


Presentation  By  Mayor  Agnos 

The  Honorable  Art  Agnos,  Mayor  of  the  City  and  County  of  San 
Francisco,  thanked  Commissioner  Jeffrey  Lee  for  his  outstanding 
service  on  the  Public  Utilities  Commission,  as  well  as  his  36  years 
of  service  as  an  employee  of  the  City  and  County  of  San  Francisco 
Mayor  Agnos  presented  Commissioner  Lee  with  a  resolution  expressing 
appreciation .  ^ 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:25  P.M, 


ROMAINE  A,  BOLDRIDGE 
Secretary 


89-008 


KUtfLIU  U  1 ILI I  UUMIVIId^XUN 

CfTY  AND  COUWTY  OF  SAN  FRANCISCO 


RESOLUTION  No.     S'j~(  jOQl. 


01-10-89 


RESOLVED,         That  on  recommendation  of  the  General  Manager 
of  Public  Utilities,   the  Manager,   Bureau  of  Claims  and  Contracts; 
thereof  and  the  City  Attorney ,   this  commission  approved  and 
hereby  requests  the  Controller  to  allot  funds  and  to  draw 
warrants  against  such  funds  as  are  or  will  be  available  in 
payment  of  claims  against  the  Municipal  railway. 


CLAIMANT 


ACCOUNT   #  ACCICENT  PI/ 

&   PRAYER        TYPE        DATE        PD  SETTLEMENT 


Non- litigated  Settlements 
None 

Litigated  Settlements 
LILLIAN  BOREEN 

CHRISTINE  BOWEN 

VIOLA  WASSERSTEIN 

Judgments 
ANTHONY  PAGAN 


87T0957-1     02-7   03-14-88  PI     $  25,000.00 

$Unstated 


86C0021-1  22-3  08-02-86  PI 
$50,000.00 

87B1122-1  18-1  02-17-88  PI 
$875,000.00 


26,500.00 
395,000.00 

85Z0023-1  11-9  03-28-86  PI  19,575.00 
$250,000.00 

( Settlement  includes  costs  of 
$2,250.00,   plus  interest  on  the 
principal  amount  of  $17,325.00 
from  10/3/88  to  date  of  payment, 
Co-deft,   DPW,   to  pay  $19,575.00,  also) 


$466,075.00 


TOTAL  SETTLEMENTS: 


(04] 


Index  632091 


Sub-object  1450 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY 


Tetarv.  Public  Utilities  Commission 


Secretary,  Public  Utilities  Commission 

01-10-89 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  N(X 


RESOLVED,  That  this  Commission  on  the  recommendation  of 
the  General  Manager  of  Public  Utilities,  Department 
Managers  and  the  City  Attorney,  hereby  approves  collection 
of  charges  for  damages  against  San  Francisco  Municipal 
Railway  from  miscellaneous  debtors  in  the  amount  of 
$15,126.75  and  write-off  compromise  reductions  for 
comparative  negligence  in  the  amount  of  $318.13  for  the 
month  of  November  1988. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY     10  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  . 


89-0003 


RESOLVED,       That  this  Commission  hereby  approves, 
in  accordance  with  Resolution  No.    77-0184,   adopted  April  12, 
1977,   payment  of  claims  in  the  amount  of  $154,793.50,  made 
by  the  Municipal  Railway,   month  of  November,    1988,  per 
Revolving  Fund  Direct  payment  Nos.:     CL0094,   CL0098,  CL0099, 
and  per  Revolving  Fund  Direct  payment  Nos.:   CL0092,  CL0096 
and  CL0097. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    JANUARY    1  0  iQftLf  


PUBLIC  UTILITIES  COMMISSION 

Crrv  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-0004 


WHEREAS.  Under  Municipal  Railway  Contract  No.  MR-1011.  the 
replacement  of  perimeter  fencing  at  the  Presidio  Trolley  Coach 
Faci 1 ity  is  to  be  performed ;  and 

WHEREAS,   Funds  are  available  for  this  work  in  Urban  Mass 
Transportation  Administration  Grant  No.  CA-90-X037  now,   therefore  be 
it 

RESOLVED,   That  this  Commission  approves  the  plans  and 
specif icat ions  as  prepared  and  recommended  by  staff ,  and  hereby 
authorizes  Bid  Call  as  follows: 


and  be  it  further 

RESOLVED.  That  in  accordance  with  the  provisions  of  Class  II  of 
the  Guidelines  For  Categorical  Exemptions  of  the  City  and  County  of 
San  Francisco's  Department  of  City  Planning,  this  project  qualifies 
for  categorical  exemption. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


Municipal  Railway  Contract  No.  MR-1011  Presidio  Yard  - 


Security  Fencing  and  Gates 


at  its  meeting  of 


JANUAKY  101^89 


PUBLIC  UTILITIES  COMMISSION 


COV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na 


89-0005 


RESOLVED,  That  the  Public  Utilities  Commission  does  hereby  note 
that  the  project  which  is  the  subject  of  this  resol ution  has  been 
determined  by  the  Department  of  City  Planning  to  be  categorically  exempt  as 
Class  1(b)  project  under  the  State  Guidelines  implementing  the  California 
Environmental  Quality  Act;  and  be  it  further 

RESOLVED,  That  this  Commission  authorizes  Bid  Call  as  follows: 

San  Francisco  Water  Department  Contract  No.  W0-2G17,  8-inch  Ductile 
Iron  Main  Installation  in  Hamilton  and  Dwight  Streets  between  Woolsey  and 
Bowdoin  Streets;  Bowdoin  Street  between  Olmstead  and  Mansell  Streets; 
Brussels  and  Ordway  Streets  between  Olmstead  and  Goettinger  Street. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


JANUARY  10  1989 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na   89  0006 


WHEREAS ,    the  Bureau  of   Energy  Conservat  ion  is 
established   to  achieve  energy  cost   reductions   in  municipal 
operations;  and 


WHEREAS ,    there   is  no  existing  program   to  provide  for 
energy- efficiency  review  of  municipal  Capital  Improvement 
Projects  at   the  pre-design  or  design  stage;  and 


WHEREAS ,    this   "Design   Review  and  Techno 1 ogy  Transfer 
Program"   will    initiate   this  design  review  process  and  also 
provide   for   the   transfer   and   advancement  of  knowledge  gained 
through   trai  ni  ng  workshops ,  and 


WHEREAS,    the   Bureau  of  Energy  Conservation  lias 
sufficient  funds  in  its  FY  1988/89  budget   for  this  program  for 
which  the  contract  will  not  exceed  ^65,000  now  THEREFORE,   be  it 


RESOLVED,    that  the  Public  Utilities  Commission  hereby 
authorizes  the  Bureau  of  Energy  Conservation  to  circulate  a 
Request  for  Proposals  for  a  consultant  to  perform  energy 
efficiency  design  review  of  municipal   Capital  Improvement 
Projects  in  the  pre-design  and  design  stages. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of.  JANUARY     10  1989 


Secretary,  Public  Utilities  Com 


PUBLIC  UTILITIES  COMMISSION 

CTTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  89 


WHEREAS,    The  Public  Utilities  Commission,    in  its 
Resolu t  ion  No.    87-0034 ,    author  i  zed   the  Bureau  of  Energy 
Conser vat  ion   to  enter   into  a   contract   with  Newcomb  Anderson 
Assoc iates   for   the  provision  of  consultative  services   for  the 
i  mplemen t at  ion  of   the   " S  impl ified  Energy  Conser va  tion  Measures 
Program"    for   the   sum  of   $68,500;  and 


WHEREAS ,    Newcomb  Anderson  Assoc iates  has  per  formed  the 
spec  i  f  ied  program  development  and   implement at  ion  work  within 
the  contract  per  iod ,  and 

WHEREAS ,    The   Bureau  of  Energy  Conser va  t  ion  has 
reviewed   this   work   and   found    it   satisfactory  and    in  keeping 
with  the   terms  of   the  contract;    now  THEREFORE,    be  it 

RESOLVED,   That   the   Public  Utilities  Commission  hereby 
authorizes  the  Bureau  of  Energy  Conser vat  ion  to  issue  a  Final 
Contract   Payment  Author  ization   in  the  amount   of   $4, 000, 00. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY     1  0  1989  

Secretary,  Public  UtiUnes  Commission 


PUBLIC  UTILITIES  COMMISSION 

CrrV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTfON  No. 


89-0008 


WHEREAS,   the  Bureau  of  Energy  Conservation  is  engaged 
in  a  continuing  effort  to  promote  energy  conservation  in  the 
resident ial  and  commercial  sector ;  and 


WHEREAS,   in  June,   1988  the  Commercial  Energy 
Conservation  Ordinance  was  approved  by  the  Board  of  Supervisors 
and  signed  into  law  by  the  Mayor;  and 


WHEREAS,   the  Commercial  Energy  Conservation  Ordinance 
(CECO)   ci tes  the  PUC  Bureau  of  Energy  Conservat ion  as 
responsible  for  assisting  in  the  development  of  technical  and 
administrative  rules  and  guidelines  for  its  implement at  ion ;  and 


WHEREAS,   the  successful  implementation  of  CECO 
requires  public  input  prior  to  the  promulgation  of  rules  and 
guide 1 i  nes ;  and 


WHEREAS,   the  Bureau  of  Energy  Conservation  has 
deter mi ned  that  the  firm  of  Moore  lacof ano  Goltsman  is  highly 
qual i f ied  to  plan  and  f acil i tate  the  Commercial  Energy 
Conservation  Ordinance  Public  Workshop,  THEREFORE,   be  it 


RESOLVED,   that  thi s  Commi ss ion  hereby  author i zes  the 
Bureau  of  Energy  Conservation  to  select  Moore  lacofano  Goltsman 
to  provide  the  requi red  services,   and  to  execute  a  prof ess ional 
services  contract  for  $9, 450  through  the  Director  of  Purchasing . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    JANUARY    10  1989 


Secretary.  Public  Utilities  Coramission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OP  SAN  PRANC18CO 


  S9-0009 


WHERKAS,  under  the  authority  of  Charter  Section  3.501,  the  General 
Manager,  PUC  is  authorized  to  make  Non  Civil  Service  and  Temporary 
appointments  and  removals  therefrom;  and 

WHEREAS ,  such  appointments  and  removals  have  been  ordered  by  the 
General  Manager,  PUC;  and 

WHEREAS,  the  General  Manager,  PUC,  has  requested  commission, 
ratification  and  approval  of  such  appointments  and  removals;  now  therefore 
be  it 

RESOLVED,  the  Public  Utilities  Commission  does  hereby  ratify  and 
approve  the  Non  Civil  Service  and  Temporary  appointments  and  removals  as 
indicated  on  the  attached  Temporary  Employment  Activity  Roster  for  the 
month  of  October  1988. 


I  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

...    _    ,  JANUARY   10  1989 

01  itf  meeting  of  i*wj 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCISCO 
RESOLUTION  No.     QQ— QQ^Q 


WHEREAS,  The  Public  Utilities  Commission  has  a  Conflict  of 
Interest  Code  which  applies  to  designated  employees;  and 

WHEREAS,  It  is  necessary  to  revise  and  update  the  Conflict  of 
Interest  Code  and  bring  it  into  conformance  with  other  city  codes;  and 

WHEREAS,  It  is  also  necessary  to  add  new  positions  and  new 
disclosure  categories;  now,  therefore,  be  it 

RESOLVED,  That  the  San  Francisco  Public  Utilties  Commission 
adopt  the  revised  Conflict  of  Interest  Code  and  urge  the  Board  of  Supervisors 
to  adopt  said  code. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    JANUARY  lOiqqc 


1U989  

Secretary,  Public  Utilities  Comnvksio 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-0011 


WHEREAS,  Tho  Public  Utilities  Commission  authorized  the  Municipal 
Railway  to  enter  into  a  contract  with  liooz  Alton  and  Hamilton  to  provide 
consu 1 1 in&  services  to  assist  in  dove  loping  Art icu I ated  Trolley  Coach 
Specifications  (Phase  D ,  engineering  design  review  and  vehicle  inspection 
acceptance,  and  warranty  support  (Phase  II).  The  amount  Cor  Phase  I  not  to 
exceed  $290,000  (PUC  Resolution  Mo .  8b  0288)  ,  the  amount  for  Phase  II  was 
undetermined;  and 

WHEREAS,   The  original   contract  date   for  Phase   L  was  set  as  June  30, 

1986;  and 

WHEREAS ,  This  contract  for  Phase  T  was  rev  ised  for  comp letion  to 
June  30 ,  1 987 ,  duo  to  unavai lability  of  procurement  funds  by  PUC  ResoJut ion 
No.   86  024^;  and 

WHEREAS ,  I'hi  s  contract  for  Phase  I  was  agai  n  rev  i  sod  for  comp letion 
to  June  30 ,  1990 ,  by  PUC  Reso I ut ion  No .  87  0246 ,  because  of  the  deJ  ay  in 
rebuiJding  of  the  Potrero  Trolley  Coach  Division;  and 

WHEREAS,  Tho  rebuilding  of  the  Potrero  Division  where  these 
vehicles  will   bo  maintained  is  now  scheduled  for  compJction  in  June   1991;  and 

WHEREAS,  Funding  in  the  amount  of  $25  million  for  the  purchase  of 
Articulated  Trolley  Coaches  has  now  been  received  from  U.M.T.A.;  and 

WHEREAS,  The  passage  of  Proposition  M  allows  tho  MUNI  to  use 
competi t i  ve  negot  i  at ions  for  tho  procurement  of  mass  transit  vehicles ;  now 
therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  authorizes  the 
Municipal  Railway  to  modify  the  existing  contract  with  Booz  AJ Len  and  Hamilton 
to  assist  j  n  the  comp I et ion  of  the  vehicl e  speci  f  i  cations ,  incl ud ing 
negotiated  procurement  (Phase  I).  And  to  monitor  the  design  and  manufacturing 
process  and  to  provide  inspection  services  required  to  support  the  $25  million 
do-IJar  procurement  of  Articulated  Trolley  Coaches  (Phase  11).  This  requires 
increasing  the  Booz  Allen  and  Hamilton  contracted  amount  by  an  additional 
S'lS)  ,000,  to  a  total  contract  cost  not  to  exceed  $7/1,000,  and  to  extend  the 
time  to  complete  the  contract  to  June  30,  1992. 


0377B 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    JANUARY    1  n  19; 


Secretary,  Public  Utilities  Commi^ion 


PUBLIC  UTILITIES  COMMISSION 

cm  AND  COUNTy  OF  SAN  FRANCISCO 

RESOLUTION  Na 

H9-Q012 

WHEREAS,   This  Commission  by  its  Resolution  No.   88-0309  adopted 
September  13.   1988  authorized  the  solicitation  of  proposals  for 
professional  consulting  engineering  services  to  provide 
specifications  and  implementation  assistance  for  the  procurement  of 
an  Advanced  Train  Control  System  for  the  subway  portion  of  the  Muni 
Metro  System;  and 

VOFIEREAS.  Funds  in  the  amount  of  $850,000.00  are  available  for 
this  work  in  a  Transit  Impact  Development  Fee  supplemental  approved 
by  the  Board  of  Supervisors  on  December  19,   1988;  and 

WHEREAS.   Proposals  for  said  services  were  received  and 
evaluated  by  the  Railway's  Review  Committee  with  due  consideration 
of  DBE/AA  requirements;  and 

WHEREAS,  After  a  thorough  evaluation  of  all  proposals 
submitted,   including  an  oral  interview  with  the  short-listed  firms 
Booz-Allen  &  Hamilton  was  selected  as  the  most  technically  qualified 
to  perform  this  work;   now,    therefore  be  it 

RESOLVED,   That  this  Commission  hereby  authorizes  the  General 
Manager  of  the  Public  Utilities  to:    (1)  Enter  into  an  agreement  with 
Booz-Allen  &  Hamilton.    Inc.,   recommended  by  the  Committee  as  the 
most  qualified  and  responsive  firm;    (2)  Negotiate  the  detailed  scope 
of  work  and  an  appropriate  fee  with  said  firm;   and   (3)  Execute  a 
professional  services  contract  with  the  aforementioned  firm  in  an 
amount  not  to  exceed  $850,000.00  for  a  period  of  three  years  and 
five  months. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

JANUARY  101989 


Secretary,  Public  Utilities  Commi^on 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FFWNCISCO 


RESOLUTION  Na 


89-0013 


WHEREAS,  The  Water  Department's  1985  Urban  Water  Management  Plan  as 
approved  by  the  Public  Utilities  Commission  includes  a  provision  for  the 
establishment  of  a  water  education  program  in  the  San  Francisco  public 
schools;  and 

WHEREAS.  The  Bureau  of  Energy  Conservation  is  proceeding  to  establish 
energy  conservation  education  in  the  San  Francisco  public  schools  in 
accordance  with  the  provisions  of  Public  Utilities  Commission  Resolution 
No.  82-0175;  and 

WHEREAS,  A  cooperative  program  involving  the  Water  Department,  Bureau 
of  Energy  Conservation  and  the  San  Francisco  Unified  Schools  District 
will  be  successful  In  promoting  water  and  energy  conservation  education 
on  a  cost-effective  basis  to  all  San  Francisco  public  school  students; 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  authorizes  the  General  Manager  of  the 
Water  Department  and  the  Bureau  of  Energy  Conservation  Director  to  enter 
Into  a  Memorandum-of-UnderstandIng  with  the  San  Francisco  Unified  School 
District  for  the  purpose  of  the  design,  implementation  and  continuation 
of  a  permanent  water  and  energy  conservation  program  in  grades  K  thru  12 
of  the  San  Francisco  public  schools.    The  maximum  cost  will  be  $24,000  in 
fiscal  year  1988-89,  $9,000  from  the  Water  Department  and  $15,000  from 
the  Bureau  of  Energy  Conservation.    Water  Department  funds  are  available 
in  Appropriation  32-001-779-01-691865  and  the  Bureau  of  Energy 
Conservation  has  made  funds  available  under  1983  Appropriation 
33-001-025015  GL  301 . 


0007f-17 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JANUARY  101989 


at  its  meeting  of. 


Secretary,  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

Crrv  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  OQjLA 


WHEREAS,  The  1988-89  Water  Department  budget  request  included  staffing 
and  equipment  required  for  the  expansion  of  the  San  Andreas  Water  Treatment 
Plant  and  to  meet  increasingly  stringent  federal  and  State  water  quality  laws 
and  regulations,  but  said  request  was  deleted  by  the  Mayor's  Office  which 
recommended  the  department  submit  a  supplemental  appropriation  during  1988-89; 
and 

WHEREAS,  It  is  necessary  to  increase  staffing  at  this  time  to  provide 
for  appropriate  training  and  supervision  prior  to  completion  of  the  plant 
expansion;  and 

WHEREAS,  Funding  is  available  from  the  Water  Department's 
unappropriated  revenue  to  use  for  this  purpose;  now,  THEREFORE  be  it 

RESOLVED,  That  this  Commission  requests  the  Mayor  to  recommend  to  the 
Board  of  supervisors  a  supplemental  appropriation  to  amend  the  Water 
Department's  operating  budget  to  add  ten  new  positions  and  related  equipment 
for  the  expansion  of  the  San  Andreas  Water  Treatment  Plant  and  for  additional 
water  quality  regulations. 


5330b 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  of  JANUARY  101989  


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na 


89-0015 


WHEREAS,  The  Utilities  Engineering  Bureau  has  executed  a 
professional  service  agreement  with  Parsons,  Brinckerhoff ,  Quade  and 
Douglas,  Inc.;  and 

WHEREAS,  Both  the  Utilities  Engineering  Bureau  and  Parsons, 
Brinckerhoff,  Quade  and  Douglas,  Inc.  mutually  agree  that  it  is  in  the 
parties'  best  interests  to  assign  the  agreement  to  another  consulting 
firm;  and 

WHEREAS,  The  consulting  firm  of  Manna  Consultants,  Inc.  has  agreed 
to  undertake  and  assume  full  responsibility  for  the  remainder  of  the 
agreement's  requirements;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  approves  the 
assignment  of  the  agreement  between  Parsons,  Brinckerhoff,  Quade  and 
Douglas,  Inc.  and  the  Utilities  Engineering  Bureau  to  the  consulting 
firm  of  Manna  Consultants,  Inc.  and  authorizes  the  Manager  of  the 
Utilities  Engineering  Bureau  to  execute  this  assignment. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    JANUARY    10  iqftq 


-jO  19R9    

Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUNTY  OF  SAN  FRANCtSCO 


RESOLUTION  No.  89-0016 


WHEREAS,  An  Agreement  between  the  City  and  Gordon  H.  Chong 
and  Associates  was  entered  into  and  certified  in  September  1987 
for  the  design  and  construction  administration  of  the  Muni  Treat 
Avenue  Facility;  and 

WHEREAS,  It  has  been  determined  that  design  revisions  and 
additional  services  are  necessary  to  optimize  the  planned 
facility;  and 

WHEREAS,  It  is  now  necessary  to  amend  said  Agreement  to 
increase  the  scope  of  work  and  provide  compensation  for 
additional  engineering  services;  now,  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the 
Manager,  Utilities  Engineering  Bureau,  to  execute  Amendment  No.  1 
to  said  Agreement  in  an  amount  not  to  exceed  $45,000. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


JANUARY    1  Q  iqp9 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANaSCO 

RESOLUTION  No.  Q^'^'CO^^ 


WHEREAS,  As  part  of  the  allocation  of  AB1107  funds  for  the  1988-89 
fiscal  year,  the  Bay  Area  Rapid  Transit  (BART)  District  committed  to 
reimburse  the  Municipal  Railway  the  calculated  value  of  "feeder"  trips  made 
on  Muni  to  and  from  BART;  and 

WHEREAS,  This  agreement  will  Implement  this  commitment  and  will 
authorize  the  payment  of  $1,347,200  by  BART  to  Muni;  and 

WHEREAS,  This  reimbursement  was  included  in  the  1988/89  budgeted 
revenues;  now,  THEREFORE,  be  it 

RESOLVED,  That  the  PUC  General  Manager  is  authorized  to  execute  an 
agreement  with  the  Bay  Area  Rapid  Transit  (BART)  District  for  reimbursement 
of  "feeder"  trips  made  on  Muni  to  and  from  BART  stations  in  San  Francisco. 


0146M 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY     1  Q  IQflQ 


Secretary,  Public  Utilities  Commis 


PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  tJ^lrri 


WHEREAS,  The  State  Constitution  under  Article  XIX  makes  available 
funds  for  fixed  guideway  transit  capital  improvements  from  State  Highway 
Account  monies;  and 

WHEREAS,  The  Legislature  has  made  additional  transit  capital  funding 
available  through  the  Transportation  Planning  and  Development  Account;  and 

WHEREAS,  The  proposed  application  includes  the  following  projects: 

1.  30-STOCKTON  Trolley  Overhead  Reconstruction 

2.  Market  Street  Transit  Thoroughf are/F-MARKET  Line 

3.  31-BALBOA  Electrification 

4.  Light  Rail  Vehicle  Purchase 

5.  Cable  Car  Improvements 

6.  Muni  Metro  Extension  Right-of-Way  Purchase 

7.  Light  Rail  Vehicle  Facility 

8.  J-M  Layover  Terminals 

WHEREAS,  These  projects  all  ranked  high  in  the  Municipal  Railway 
Capital  Improvement  Program  and  the  Regional  and  State  Transportation 
Improvement  Programs;  and 

WHEREAS,  All  of  the  projects  in  this  application  address  serious 
transportation  problems  in  San  Francisco's  transit  system  and  are  ready  for 
funding  in  the  next  fiscal  year;  and 

WHEREAS,  The  Metropolitan  Transportation  Commission  provides  local 
match  funds  from  Bridge  Toll  and  State  Transit  Assistance  revenues  to  high 
priority  projects  in  the  regional  transit  capital  plan;  now,  THEREFORE,  be  it 

RESOLVED,  That  the  Assistant  General  Manager,  Finance,  Public 
Utilities  Commission  is  hereby  authorized  to  apply  for,  accept  and  expend 
$22,951,101  from  1989-90  State  Article  XIX  Guideway  and  Transportation 
Planning  Development  (TP&D)  Account  Transit  Capital  Improvement  funds  and 
$4,934,219  from  such  regional  and  local  match  funds  sources  as  State  Transit 
Assistance  funds  and/or  Bridge  Toll  Net  Revenues,  or  Hetch  Hetchy  funds,  or 
Transit  Impact  Development  Fees,  or  the  San  Francisco  Municipal  Railway 
Improvement  Corporation  funds  for  the  above  listed  Municipal  Railway  projects, 
as  detailed  in  Attachment  A;  and  be  it 

FURTHER  RESOLVED,  That  the  Assistant  General  Manager  of  Finance, 

Public  Utilities  Commission  is  authorized  to  furnish  whatever  additional 

Information  might  be  requested  by  the  funding  agencies  in  connection  with  this 
grant  request;  and  be  it 

FURTHER  RESOLVED,  That  the  Assistant  General  Manager,  Finance  is 
authorized  to  execute  fund  transfer  agreements  with  the  State  of  California 
Department  of  Transportation  to  accept  these  funds;  and  be  it 

FURTHER  RESOLVED,  That  this  Commission  requests  the  San  Francisco 
Municipal  Railway  Improvement  Corporation  to  provide  local  match  funds  for 
these  grant  projects  If  PUC  cannot  obtain  required  match  from  other  sources. 

0470G 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

 JANUARY  lOlQf 


Secretary,  Public  Utilities  Commifsioi 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na    {j^— 00 1-9 


WHEREAS,  There  has  been  an  increase  in  graffiti  damage  to 
Municipal  Railway  properties,  including  most  recently  Muni  stations;  and 

WHEREAS,  The  level  of  security  services  currently  provided  will 
exhaust  the  Bureau's  FY  1988-89  security  services  budget  by  March,  1989; 
and 

WHEREAS,     Additional  funds  are  necessary  to  provide  further 
increases  for  security  guard  and  guard  dog  coverage  and  to  provide 
security  coverage  for  all  Muni  stations;  now  THEREFORE,  be  it 

RESOLVED,  That  this  Commission  requests  the  Mayor  to  recommend  to 
the  Board  of  Supervisors  a  supplemental  appropriation  for  Security  and 
Protective  Services,  in  the  amount  of  $798,809,  for  the  projected  FY 
1988-89  budget  shortfall;  for  additional  guard  and  guard  dog  services; 
and  for  the  addition  of  guard  coverage  for  all  Muni  stations. 


5205B 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  JANUARY   10  1989 

at  Its  meeting  of .  


Secretary,  Public  Utilities  Comrmssion 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,  The  City  and  County  of  San  Francisco  has  entered  into  an 
agreement  with  the  San  Mateo  County  Transit  District  and  with  the  Santa  Clara 
County  Transit  District  to  create  the  Peninsula  Corridor  Study  Joint  Powers 
Board;  and 

WHEREAS,  The  Resolution  requested  that  any  further  financial 
commitment  come  before  the  Board  of  Supervisors;  and 

WHEREAS,  The  Joint  Powers  Board  has  already  spent  approximately 
$538,000  to  study  various  alternatives  to  improve  the  CalTrain  rail  service; 
and 

WHEREAS,  The  Joint  Powers  Board  anticipates  spending  an  additional 
$300,000  on  further  studies;  and 

WHEREAS,  According  to  the  agreement  creating  the  Joint  Powers  Board 
San  Francisco  is  obligated  to  pay  five  percent  of  these  costs;  now, 
therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  requests  the  Mayor  to 
recommend  to  the  Board  of  Supervisors  a  Municipal  Railway  supplemental 
appropriation  in  the  amount  of  $50,000  to  fund  Peninsula  Corridor  Study 
Joint  Powers  Board  costs,  funding  to  be  provided  from  any  legally  available 
source. 


0143M 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    JANUARY^]  Q  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na 


WHEREAS,  During  the  last  four  fiscal  years,  the  San  Francisco  Public 
Utilities  Commission  has  authorized  an  increased  level  of  peak  hour  Muni 
motor  coach  service  between  the  4th  and  Townsend  Caltrain  depot  and  the 
downtown  area;  and 

WHEREAS,  Under  an  agreement  between  Caltrans  and  the  PUC,  Caltrans 
pays  Muni  the  full  price  of  the  fast  pass  ($28)  and  reimburses  Muni  for  the 
cost  of  this  extra  bus  shuttle  service,  now,  THEREFORE  be  it 

RESOLVED,  That  the  General  Manager  is  authorized  to  execute  an 
agreement  with  Caltrans  for  the  continued  operation  of  an  expanded  shuttle 
bus  program  between  the  caltrans  Terminal  at  4th  and  Townsend,  and  the 
Downtown  area  for  Fiscal  Year  1988-89  at  a  reimbursement  rate  of  $67  per  hour 
for  incremental  Muni  motor  coach  service 


0157M 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY  101989 


Secretary,  Public  Utilities  Conj^isi 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-00;«i2 


RESOLVED,  That  this  Commission  hereby  awards  to  King 
C.  Electric  Inc.,   a  California  corporation,   the  highest  and 
responsible  bidder,   the  0.42  acre  lease  (copies  of  which  are  on 
file  with  San  Francisco  Water  Department),   in  San  Mateo  County, 
for  a  term  of  five  (5)  years,  commencing  January  1,   1989,  in 
the  amount  of  $9,660.96  per  year,   and  the  other  bid  for  the 
above  described  lease  is  hereby  rejected. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY     10  1989   


Secretary.  Public  Utilities  Corrmtission 


PUBLIC  UTILITIES  COMMISSION 

CTTV  AND  COUNTV  OF  SAN  FRANCISCO 

RESOLUTION  Na  _  89""C0^3 


RESOLVED,   that  this  Commission  hereby  approves  the 
terms  and  conditions  and  authorizes  the  execution  of  that 
certain  .10  acre  Lease  to  California  Book  Company,  Ltd.,   for  the 
purpose  of  operating  and  maintaining  a  Lessee-owned  book  store 
as  set  forth  in  Lease  (copy  of  which  Lease  is  on  file  with  the 
San  Francisco  Water  Department)  of  certain  real  property  under 
the  jurisdiction  of  San  Francisco  Water  Department  shown  on 
Water  Department  Drawing  No.   B-4021  for  a  term  of  one  (1)  year, 
commencing  January  1,   1989  and  terminating  on  December  31,  1989 
at  an  annual  rental  of  $22,500.00 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    JANUARY    10  19S 


Secretary.  Public  Utilities  Commifsion 


MIN  U  T  E  S 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 
Mayor 


REGULAR  MEETING 
Room  282,   City  Hall 
2:00  P.M. 
January  24,  1989 

COMMISSIONERS 
Rodel  E.  Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.   Welton  Flynn 
Arthur  V.  Toupin 
Gordon  Chin 


DEPARTMENTS 


Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 
Construction  Management 

Financial  Management  and 
Performance  Monitoring 

Information  Systems 

Personnel  and  Training 


Dean  W,  Coffey 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


89-009 


Call  to  Order:     2:02  P.M. 


Present :       President  H.  Welton  Flynn,  Commissioner  Sher r i  Chiesa , 
Commissioner  Rodel  E.  Rodis,  Commissioner  Gordon  Chin 

Excused:      Vice  President  Arthur  V.  Toupin 


On  motion  of  Chiesa,  seconded  by  Rodis,  the  Minutes  of  the  regular 
meeting  of  January  10,  1989  were  approved 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


SPECIAL  ORDER  OF  BUSINESS 
Election  of  Officers  for  the  Year  1989 

President  Flynn  expressed  appreciation  to  his  fellow  Commissioners , 
the  General  Manager,  Staff,  Department  Heads  and  Bureau  Heads  for  the 
support  given  to  him  during  his  year  as  President  of  the  Commission. 
He  said  he  was  especially  grateful  to  those  who  supported  the  naming 
of  the  Harrison  Street  Facility  in  his  honor. 

On  behalf  of  Commissioner  Toupin  who  was  excused  due  to  illness, 
President  Flynn  nominated  Commissioner  Rodis  for  President  for  the 
year  1989.     Commissioner  Chiesa  seconded.     Commissioner  Rodis  was 
unanimously  elected. 

President  Rodis  accepted  the  gavel  and  presided  for  the  remainder  of 
the  meeting.     President  Rodis  said  that  he  looked  forward  to  the 
challenge  of  serving  as  President  at  a  time  when  a  number  of 
significant  issues  will  be  before  the  Commission. 

Commissioner  Chin  nominated  Commissioner  Chiesa  for  Vice  President. 
Commissioner  Flynn  seconded.     Commissioner  Chiesa  was  unanimously 
elected  Vice  President. 

******** 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Requesting  the  Controller  to  draw  warrants  in  payment 
of  claims  against  the  Municipal  Railway,  totaling 
$38,000.00. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  compromise  settlements  in  the  amount  of 
;;i,179  .75,   and  collections  in  the  amount  of 
;;6,806.29,   for  payment  of  damage  claims  which  the 
Municipal  Railway  has  against  miscellaneous  debtors 
for  the  month  of  December,  1988. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Chin 


RESOLUTION 
NO. 


89-0024  MR 


89-0025  MR 


89-010 


on  motion  of  Flynn,  seconded  by  Chiesa,  the  followina 
resolution  was  adopted:  roiiowing 

Cr^qgop  r^^^^^i^^^  water  Department,  Contract  No. 

WD-1990R,  crystal  Springs  Pipeline  No.   1  -  Replace 
section,   in  the  amount  of  $  227,675.00  to  Stacy  and 
Witbeck,   Inc./Rogers/Genner,  aJV. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Chin 

On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted:  -i^wiiiy 

Expressing  appreciation  to  Jeffrey  Lee  for  his  many 
contributions  as  a  Member  of  the  Public  Utilities 
Commission  and  for  his  dedicated  service  to  the 
people  of  the  City  and  County  of  san  Francisco 


VOTE; 


Ayes  -  Rodis,  Chiesa,   Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Adopting  the  1989  Municipal  Railway  Legislative 
Program  recommended  by  the  General  Manager,  and 
directing  the  PUC  staff  and  its  advocates  in 
Sacramento  and  Washington,  D.C.   to  work  towards 
implementing  the  program. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Chin 

On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolut ion  was  adopted : 

Authorizing  the  Municipal  Railway  to  join  with  other 
Regional  Transit  Association  operators  in  providing 
^^  free  passes  for  unlimited  rides  on  Bay  Area 

oR^^faon^^^^^^^'  ^^""^  "^"^^^        ^589  through  February 
28,   1990,  as  part  of  the  KPIX  Television  "Beat  the 
Backup"  promotion. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Authorizing  the  Municipal  Railway  Community  Affairs 
Department  to  sell  the  Official  San  Francisco  Street 

of'thri98r^dmon.'^^'^''  '"'^^  ^ 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Chin 


89-011 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  followinq 
resolution  was  adopted: 

Approving  plans  and  specifications  as  prepared  and 
recommended  by  staff,  and  authorizing  bid  call  for 
Municipal  Railway  Contract  No.  MR-1005,  Cable  Car 
System  -  Furnish  and  Install  Replacements  for 
Depression  Beams. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Chin 


On  motion  of  Flynn,  seconded 
resolution  was  adopted: 

Commending  William  J.  Dunne, 
retirement,  for  his  35  years 
and  County  of  San  Francisco. 

VOTE:     Ayes  -  Rodis,  Chiesa, 


by  Chin,   the  following 

on  the  occasion  of  his 
of  service  to  the  City 

Flynn,  Chin 


On  motion  of  Chiesa,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Authorizing  the  General  Manager  of  the  San  Francisco 
Water  Department  to  file  with  the  Federal  Energy 
Regulatory  Commission,  an  application  for  a 
Preliminary  Permit  to  study  power  production  at 
Calaveras  and  to  undertake  preliminary  studies  of 
potential  power  developments  at  other  Water 
Department  facilities. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities 
to  execute  a  Release  and  Settlement  Agreement  with 
Kaiser  Engineers/DMJM,   accepting  $110,000.00  in 
settlement  for  the  City's  claim  against  them  in 
connection  with  the  Geneva  Carbarn  site 
Rehabilitation  Project. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Authorizing  the  Manager,  Utilities  Engineering 
Bureau,   to  execute  Amendment  No,   3  to  the 
Professional  Services  Agreement  with  Camp  Dresser  and 
McKee,   Inc.   in  an  amount  not  to  exceed  $654,979,  to 
perform  additional  engineering  and  design  work  -  san 
Andreas  Water  Treatment  Plant  Expansion. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Chin 


89-012 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted:  xxwwxuy 

Approving  the  terms  and  conditions  and  authorizing 
execution  of  a  0.44  acre  right-of-way  lease  in  San 
Mateo  County  to  Harold  and  Janice  Greer  dba  Four 
SeasonsGarden  Center,  for  a  term  of  five   (5)  years 
commencing  February  1,  1989,  in  the  amount  of 
$16,380.00  per  year. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Approving  the  terms  and  conditions  and  authorizing 
execution  of  a  290-acre  agricultural  grazing  lease 
in  Alameda  County  to  Richard  Mendoza,   for  a  term  of 
four  years,  nine  months,  commencing  February  1 
1989,   at  an  annual  rental  of  $3,552.50.  ' 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  the  terms  and  conditions  and  authorizing 
execution  of  a  4,405-acre  agricultural  grazing  lease 
in  Alameda  County  to  Boyd  M.  Olney,  Jr.  dba  Four  Bar 
Cattle  Co.,  for  a  term  of  four  years,  nine  months, 
$52^860^00  ^^'"'^^'^^  ^'  ^""^^1  '^^ntal  of 

VOTE:     Ayes  -  Rodis,  Chiesa,  Chin 
Noes  -  Flynn 


On  motion  of  Flynn,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Approving  the  terms  and  conditions  and  authorizing 
execution  of  a  385-acre  agricultural  grazing  lease 
in  Alameda  County  to  Ernest  j.  Pombo,  for  a  term  of 
four  years,  nine  months,  commencing  February  1, 
1989,   at  an  annual   rental  of  $11,935.00. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission , 


******** 


89-013 


Introduction 


President  Flynn  introduced  Commissioner  Gordon  Chin  who  was  appointed 
by  Mayor  Agnos  to  replace  Jeffrey  Lee  whose  term  had  expired. 


Resolution  No.   89-0028  --  Adopting  the  1989  Municipal  Railway 
Legislative  Program, 

Ms.  Deborah  Rohrer,  Manager,  Bureau  of  Claims  and  Contracts,  stated 
that  Mayor  Agnos  had  reconstituted  the  State  Legislative  Committee 
and  hired  Ms,  Helen  Roth  Dowden  as  the  City's  Sacramento  lobbyist. 
Ms.  Rohrer  stated  that  she  and  Mr.  Jerry  Levine  were  the  Public 
Utilities  Commission's  Legislative  Coordinators. 

Ms.  Dowden  said  that  this  year  she  will  be  working  on  obtaining  state 
transportation  funds  for  the  Municipal  Railway  for  home  to  school 
transportation  and  for  the  graffiti  problem. 

On  motion  of  Commissioner  Flynn,  seconded  by  Commissioner  Chiesa,  the 
1989  Municipal  Railway  Legislative  Program  was  adopted. 


Resolution  No.  89-0031  —  Authorizing  Bid  Call  for  MR-1005,  Cable  Car 
System  -  Furnish  and  Install  Replacements  for  Depression  Beams. 

Mr.  Edward  Pearson,  Engineering  and  Construction  Division,  Municipal 
Railway,   introduced  Mr.  Tony  Militante  who  was  the  chief  designer  for 
the  engineering  group  for  this  project. 

Mr.  Philip  Adams,  Deputy  General  Manager,  Maintenance,  introduced  Mr. 
Loy  Lew,   the  master  machinist  with  the  cable  car  group,  whose 
original  design  for  the  offset  slot  was  instrumental  in  this 
project.     Mr.  Lew  received  recognition  in  the  Muni  Awards  Program  as 
the  Facilities  Maintenance  Worker  of  the  Month,  the  Muni  Gold  Award 
and  first  place  in  the  Mayor's  Award  Program.     Mr.  Lew  developed  the 
original  design  working  with  Mr,  Otis  Fleming,  a  retired  cable 
splicer . 

Mr.  Stead  said  that  the  new  offset  slot  design  had  been  tested  for 

two  years.     There  are  no  moving  parts,  \ 


******** 


******** 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED: 


3:17  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 


89-014 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  .  01-24-89 


RESOLVED,       That  on  recommendation  of   the  General  Manager  of 
Public  Utilities,    the  Manager,   Bureau  of  Claims  and  Contracts; 
thereof  and   the  City  Attorney,    this  commission  approved  and  hereby 
requests   the  Controller   to  allot  funds  and   to  draw  warrants  against 
such  funds  as  are  or  will  be  available  in  payment  of  claims  against 
the  Municipal  Railway. 


Acdt.No.  Accident  PI/ 

Claimant  ^  Prayer         Type         Date         PD  Settlement 

Non-litigated  Settlements 
None 

Litigated  Settlements 


YEUK  L.    FUNG,    KAM  KWAI   LAI  85S0257 
AND  CHRISTINA  LEUNG  Und.  Amt. 


2-7 


06-23-86  PI 


$38,000.00 


Breakdown  of  Settlement  Monies: 
Yeuk  L.    Fung     85S0257-1  $12,500.00 
Kam  Kwai  Lai     85S0257-2  25,000.00 
Christina  Leung-a  minor 

85S0257-3  500. 00 


Judgmen  t  s 


TOTAL 


$38,000.00 


None 


$38,000.00 


Total  Settlement:  (01) 


Index     632091  Sub-object  1450 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY        -  'iii') 


Secretary.  Public  Utilities  Commission 

01-24-89 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COU^^TV  OF  SAN  FRANCISCO 


RESOLUTION  No.   83  00^5 


RESOLVED ,  That  this  Commi  ss ion  on  the  recommenda  t  ion  of 
the  General  Manager  of  Public  Utilities,  Department 
Managers  and  the  City  At torney ,  hereby  approves  collection 
of  charges  for  damages  against  San  Francisco  Municipal 
Railway  from  mi  scellaneous  debtors  in  the  amount  of 
$6,806.29  and  write-off  compromise  reductions  for 
comparative  negligence  in  the  amount  of  $1,179.75  for  the 
month  of  December  1988. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY     ^  <^  m. 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.    g<j— QQZG 


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No. 
WD-1990R,  an  800  foot  long  section  of  48  inch  diameter  pipeline  is  to  be 
installed  in  San  Mateo  County;  and 

WHEREAS,  Bids  for  this  work  were  received  and  opened  publicly  on 
December  13,  1988;  and 

WHEREAS,  This  Commission's  Office  of  Contract  Compliance  has 
determined  that  the  first  and  third  lowest  bidders  failed  to  execute 
Attachment  I  of  Part  III  Minority  Business  Enterprise  Program  and  that 
failure  to  execute  Attachment  I  of  Part  III  Minority  Business  Enterprise 
Program  has  made  the  bids  nonresponsive;  and 

WHEREAS,  Implementation  of  bid  preferences  provided  for  in 
Ordinance  No.  139-84  (San  Francisco  Administrative  Code  Chapter  12D)  for 
Local  Business  and  for  Minority  or  Women  Business  results  in  the 
determination  that  the  contract  be  awarded  to  Stacy  and  Witbeck,  Inc./ 
Rogers/Genner,  AJV;  and  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water 
Department  Contract  No.  WD-1990R,  Crystal  Springs  Pipeline  No.  1  -  Replace 
Section,  in  the  amount  of  $227,675.00  to  Stacy  and  Witbeck,  Inc. /Rogers/ 
Genner,  AJV,  P.  0.  Box  11642,  San  Francisco,  California  94101,  as  the 
lowest  responsive  bidder  and  rejects  all  other  bids  for  the  work. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  ^lANIIARY  ?A 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  89'~0027 


WHEREAS,  Jeffrey  Lee  was  appointed  to  the  Public  Utilities 
Commission  on  January  14,   1986  by  Mayor  Dianne  Feinstein;  and 

WHEREAS,  Jeffrey  Lee,  a  highly  respected  engineer  and 
public  administrator,   former  Director  of  Public  Works  and  former 
Chairman  of  the  Mayor's  San  Francisco  Alive  Committee,  brought  a 
wealth  of  knowledge  and  expertise  to  the  Commission  which  he  had 
acquired  during  his  37  years  of  service  to  the  City  and  County  of 
San  Francisco ;  and 

WHEREAS,  His  insight  into  issues  which  came  before  the 
Public  Utilities  Commission  made  a  significant  contribution  to  the 
operation  of  the  departments  and  bureaus  under  the  Commission's 
jurisdiction;  and 

WHEREAS,   He  served  as  President  of  the  Commission  in  1987; 
now,   therefore,  be  it 

RESOLVED,   That  the  Members  of  the  Public  Utilities 
Commission  hereby  express  their  sincere  appreciation  to  Jeffrey 
Lee  for  his  many  contributions  as  a  Member  of  the  Public  Utilities 
Commission  and  for  his  dedicated  service  to  the  people  of  the  City 
and  County  of  San  Francisco;   and,   be  it 

FURTHER  RESOLVED,  That  the  Members  of  this  Commission 
extend  to  Jeff  their  personal  best  wishes  for  good  health  and 
happiness  in  the  future. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    JANUARY    24  1989 


Secrete 


(ftilities  Commimion 


PUBLIC  UTILITIES  COMMISSION 


CnV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-0028 


WHEREAS,  A  continued  commitment  to  the  improvement  of  public  transit 
in  San  Francisco  is  crucial  to  bay  area  citizens'  basic  social  mobility 
needs;  access  to  Jobs  and  service  to  the  elderly  and  handicapped;  and 

WHEREAS,  The  1989  Muni  Legislative  Program  is  a  dynamic  working 
program  reflecting  a  changing  environment  and  needs;  now,  THEREFORE,  be  it 


the  1989  Muni  Legislative  Program  recommended  by  the  General  Manager,  and 
directs  the  PUC  staff  and  its  advocates  in  Sacramento  and  Washington,  D.C.  to 
work  towards  implementing  the  program. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


RESOLVED,  That  the  San  Francisco  Public  Utilities  Commission  adopts 


0155M 


at  its  meeting  of 


JANUARY   24  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 


cm  UNO  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,  KPIX  Television's  "Beat  the  Backup"  campaign  will  be  promoting 
the  use  of  public  transit  in  the  San  Francisco  Bay  Area  to  reduce  traffic 
congestion  and  its  related  problems;  and 

WHEREAS,  in  conjunction  with  this  promotion,  KPIX  has  requested  that  the 
member  agencies  of  the  Regional  Transit  Association  (RTA)  participate  in  a 
regional  effort  to  promote  the  use  of  transit  by  offering  twenty-five  free 
regional  transit  passes  good  from  March  1,  1989,  through  February  28,  1990,  on 
any  RTA  system;  and 

WHERAS,  the  RTA's  Board  of  Control  has  endorsed  KPIX's  "Beat  the  Backup" 
campaign,  including  a  promotional  contest  that  will  give  away  twenty-five 
regional  transit  passes,  one  each  night  in  February,  on  KPIX's  "Eyewitness 
News"  program;  and 

WHEREAS,  the  Commission  endeavors  to  promote  the  use  of  public  transit  in 
co-operation  with  other  Bay  Area  regional  transit  agencies;  now,  therefore,  be 
it 

RESOLVED,  that  this  Commission  authorizes  the  Municipal  Railway  to  join 
with  other  Regional  Transit  Association  operators  in  providing  twenty-five 
free  regional  transit  passes  for  unlimited  rides  on  Bay  Area  transit  systems, 
including  the  Municipal  Railway,  from  March  1,  1989,  through  February  28,  1990. 


J  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  n^eeting  of  JANUARY  241989 


Secretary, 


~U tilt  ties  Comm msion 


PUBLIC  UTILITIES  COMMISSION 


OfY  AND  COUNTY  OF  SAN  FRANOSCO 


RESOLUTION  No. 


WHEREAS,  the  Official  San  Francisco  Street  &  Transit  Map,  or  Muni  Map,  has 
been  sold  to  the  public  for  $1.25  a  copy  since  1986;  and 

WHEREAS,  revenues  from  Muni  Map  sales  are  used  to  pay  the  production  costs 
for  the  map  and  for  other  Muni  public  information  materials;  and 

WHEREAS,  there  has  been  an  increase  in  Muni  Map  production  costs  and  a 
decrease  in  other  funds  available  for  the  publication  of  Muni  public 
information  materials;  and 

WHEREAS,  at  a  price  of  $1.50,  the  Muni  Map,  since  it  not  only  has 
essential  public  transit  information  but  also  a  wealth  of  other  information 
about  the  city,  would  still  be  an  excellent  value  for  the  public;  now, 
therefore,  be  it 

RESOLVED,  that  the  Commission  authorizes  the  Municipal  Railway  Community 
Affairs  Department  to  sell  the  Official  San  Francisco  Street  &  Transit  Map  for 
a  retail  price  of  $1.50  a  copy,  as  of  the  1989  edition. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meetin,  of  JANUAWY     ^  i  1989 


Secretary,  Public  Utilities  Commi 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCtSCO 

RESOLUTION  No. 


WHEREAS.   Under  Municipal  Railway  Contract  No.  MR-1005  the 
replacement  of  existing  depression  beams  at  various  locations  along 
the  Cable  Car  System  is  to  be  performed;  and 

WHEREAS.  Funds  are  available  for  this  work  in  Fund  Group  31-189, 
project  workphase  606-11  now.   therefore  be  it 

RESOLVED.  That  this  Commission  approves  plans  and  specifications 
as  prepared  and  recommended  by  staff,  and  hereby  authorizes  bid  call 
as  follows: 

Municipal  Railway  Contract  No.  MR-1005 

Cable  Car  System  -  Furnish  and   Install  Replacements  for 

Depression  Beams 
and  be  it  further 

RESOLVED.   That  in  accordance  with  the  Provisions  of  Chapter  31. 
Sections  31.17  and  31.22Ca)   of  the  San  Francisco  Administrative 
Code,   this  project  qualifies  for  categorical  exemption  from  the 
California  Environmental  Quality  Act  under  the  Provisions  of 
Paragraphs  15301(b)  and   (d) . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY     2  4  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CrrV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  89~Q032 


WHEREAS,  The  Public  Utilities  Commission,  on  the  occasion  of  the 
retirement  of  William  J.  Dunne,  wishes  to  express  its  appreciation  for  his 
35  years  of  service  with  the  City  and  County  of  San  Francisco,  most  of 
which  have  been  associated  with  the  Water  Department;  and 

WHEREAS,  William  J,  Dunne  has  earned  the  respect  of  his  colleagues 
and  superiors  by  his  dedication  to  the  Department;  his  careful  husbanding 
of  City  property;  and  his  uncompromising  integrity  in  handling  the 
Department's  and  City's  business;  and 

WHEREAS,  His  efforts  to  convey  the  responsibilities  of  public 
trust  to  the  scores  of  employees  he  trained  over  the  years  contributed  to 
the  reputation  of  honest  professionalism  enjoyed  by  the  Water  Department; 
now,  therefore,  be  it 

RESOLVED,  That  the  members  of  the  Public  Utilities  Commission, 
with  sincere  appreciation,  hereby  commend  William  J.  Dunne  for  his  service 
to  the  Water  Department  and  the  City  and  County  of  San  Francisco;  and  be 
it  further 

RESOLVED,  That  this  Commission  submits  Its  thanks  for  his 
accomplishments  and  extends  best  wishes  for  his  good  health  and  happiness 
for  many  years  to  come. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   JftNUARY    2  41988   


Secretary.  Public  Utilities  (Commismon 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUMTY  OF  SAN  FRANCISCO 

RESOLUTION  No. 


WHEREAS,  The  Water  Department  of  the  City  and  County  of  San  Francisco  owns 
and  operates  the  Upper  Alameda  Diversion  Dam  and  Tunnel,  Calaveras  Reservoir 
and  outlet  works,  the  Calaveras  Aqueduct,  and  the  Sunol  Filtration  Plant  for 
the  purpose  of  providing  a  portion  of  the  water  supply  to  the  City  and  County 
of  San  Franci sco;  and 

WHEREAS,  On  September  9,  1988  the  Pacific  Water  &  Power,  Inc.,  a 
California  corporation,  filed  application  for  a  Preliminary  Permit  with  the 
Federal  Energy  Regulatory  Commission  (FERC)  to  construct  certain  power 
generation  facilities  at  the  City's  Calaveras  Diversion  Dam  and  Sunol 
Fi 1 tration  Plant;  and 

WHEREAS,  If  FERC  were  to  grant  the  application  and  subsequently  award  a 
license  to  Pacific  Water  &  Power,  Inc.,  the  City  would  be  precluded  from 
developing  the  power  potential  of  its  own  facilities  for  the  benefit  of  the 
City  and  its  residents;  and 

WHEREAS,  It  is  preferable  if  power  can  be  produced  economically, 
consistent  with  water  operations,  that  the  City  should  gain  the  benefits;  and 

WHEREAS.  A  FERC  Preliminary  Permit  allows  up  to  36  months  to  study  a 
project's  feasibility;  and 

WHEREAS,  Other  facilities  of  the  San  Francisco  Water  Department  may  also 
have  potential  for  the  development  of  power  generation;  and 

WHEREAS,  The  studies  and  related  studies  of  other  potential  projects 
should  require  less  than  $50,000  from  future  capital  expenditures  over  a 
35-month  period;  and 

WHEREAS.  The  City  and  County  of  San  Francisco  as  a  public  agency  is 
granted  preference  under  the  Federal  Power  Act  for  the  licensing  of  power 
generation  facility;  now.  therefore,  be  it 

RESOLVED,  That  the  General  Manager  of  the  Water  Department  is  authorized 
to  file  with  FERC  an  application  for  a  Preliminary  Permit  to  study  power 
production  at  Calaveras  in  competition  with  the  application  of  Pacific  Water  & 
Power,  Inc.  and  is  further  authorized  to  undertake  preliminary  studies  of 
potential  power  developments  at  other  Water  Department  facilities. 


0018f-20 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  JANUARY     24  1989  


PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


4 


WHEREAS,  On  February  19,   1982  an  agreement  was  entered  into 
between  the  City    and  Kaiser  Engineers/DMJM ,     a  Joint  Venture  to 
provide  Professional  Service  for  Engineering  Design  to  the  City  for 
the  Rehabilitation  and  Modernization  of  the  Geneva  Carbarn  Site;  and 

WHEREAS,  The  Utilities  Engineering  Bureau  acting  for  the 
Public  Utilities  Commission  sought  recovery  from  Kaiser 
Engineers/DMJM  for  additional  costs  to  the  City  caused  by  design 
errors  and  omissions  on  the  Geneva  Carbarn  Project;  and 

WHEREAS,  After  considerable  negotiations  between  both 
parties.  Kaiser  Engineers/DMJM  offered  the  sum  of  $110,000  as 
settlement  of  all  claims  against  Kaiser  Engineers/DMJM  by  the 
Utilities  Engineering  Bureau  associated  with  the  subject  project; 
and 

WHEREAS,  Kaiser  Engineers/DMJM  has  signed  a  formal  Release 
and  Settlement  to  this  effect,  now,  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  accepts  the  settlement 
offer,  and,  be  it  further 

RESOLVED,  This  Commission  authorizes  the  General  Manager  of 
the  Public  Utilities  Commission  to  execute  this  Release  and 
Settlement  Agreement. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


UANDARY   24  m 


Secretary,  Public  Utilities  Comnnssion 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  _89^"^-Ql35 


WHEREAS,  An  Agreement  between  the  City  and  Camp  Dresser  and 
McKee,  Inc.  (Consultant)  was  entered  into  November  5,  1986  for 
the  Design  of  San  Andreas  Water  Treatment  Plant  Expansion;  and 

WHEREAS,  Amendment  No.  1  and  No.  2  to  said  Agreement  were 
approved  by  Public  Utilities  Commission,  on  April  14,  1987  and 
November  10,  1987,  respectively,  for  additional  work;  and 

WHEREAS,  It  has  become  necessary  to  increase  consultant 
scope  of  work  for  completion  of  the  detailed  design  phase  by  an 
amount  not  to  exceed  $277,943;  and 

WHEREAS,  The  City  desires  to  have  the  Consultant  perform 
increased  work  in  the  construction  phase  by  an  amount  not  to 
exceed  $377,036;  and 

WHEREAS,  It  is  necessary  to  amend  the  Agreement  to  increase 
the  scope  of  work  and  provide  additional  compensation  to 
Consultant;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the 
Manager,  Utilities  Engineering  Bureau,  to  execute  Amendment  No.  3 
to  said  Agreement  in  an  amount  not  to  exceed  $654,979. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JANUARY   24  1989 


at  its  meeting  of. 


Secre ta ry.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SftN  FRANCISCO 

RESOLUTION  Na    _  fi9*"003b 


RESOLVED,   That  this  Commission  hereby  awards  to  Harold 
and  Janice  Greer  dba  Four  Seasons  Garden  Center,   the  highest 
and  responsible  bidder,   the  0.44  acre  lease  (copies  of  which 
are  on  file  with  San  Francisco  Water  Department),   in  San  Mateo 
County,    for  a  term  of  five  (5)  years,   commencing  February  1, 
1989,   in  the  amount  of  $16,380.00  per  year,   and  the  other  bid 
for  the  above  described  lease  is  hereby  rejected. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    JANUARY    2  4  1989 


Secretary,  Public  Utiiities  Commisfion 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  Ji3^lDQ37 


RESOLVED,  That  this  Commission  hereby  approves  the 
terms  and  conditions  and  authorizes  the  execution  of  a  290  acre 
AGRICULTURAL  GRAZING  LEASE  to  RICHARD  MENDOZA   (copies  of  which 
lease  are  on  file  with  Commission's  Secretary),  of  certain  Water 
Department  property  located  in  Alameda  County  (Water  Department 
Drawing  No.   B-4138,    for  a  term  of  four  years,   nine  months, 
commencing  February  1,    1989  at  an  annual  rental  of  $3,552.50 
subject  to  all  the  terms  and  conditions  set  forth  in  said  Lease. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY  .  2  4  1989 


Secretary,  Public  Utilities  Com 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTV  OF  SAN  FRANCISCO 


RESOLUTTON  No. 


89-0038 


RESOLVED,   That  this  Commission  hereby  approves  the 
terms  and  conditions  and  authorizes  the  execution  of  a  4,405 
acre  AGRICULTURAL  GRAZING  LEASE  to  BOYD  M.   OLNEY,    JR.    DBA:  FOUR 
BAR  CATTLE  CO.    (copies  of  which  lease  are  on  file  with 
Commission's  Secretary),  of  certain  Water  Department  property 
located  in  Alameda  County  (Water  Department  Drawing  No. 
B-4136-1,    for  a  term  of  four  years,   nine  months,  commencing 
February  1,    1989  at  an  annual  rental  of  $52,860.00  subject  to 
all  the  terms  and  conditions  set  forth  in  said  Lease. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    JANUARY    2 4 1989 


Secretary, 


ftary.  Public  Utilities  Commtsnon 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COU^fTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-0039 


RESOLVED,  That  this  Commission  hereby  approves  the  terms 
and  conditions  and  authorizes  the  execution  of  a  385  acre 
AGRICULTURAL  GRAZING  LEASE  to  ERNEST  J.    POMBO   (copies  of  which 
lease  are  on  file  with  Commission's  Secretary),  of  certain  Water 
Department  property  located  in  Alameda  County  (Water  Department 
Drawing  No.  B-4078-1,   for  a  term  of  four  years,  nine  months, 
commencing  February  1,   1989  at  an  annual  rental  of  $11,935.00 
subject  to  all  the  terms  and  conditions  set  forth  in  said  Lease. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  of.  JANUARY     24  1989 


^Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

COY  ANO  COUNTY  OF  SAN  FFIANCISCO 


RESOLUTION  No.  _ 


89-0039 


RESOLVED,  That  this  Commission  hereby  approves  the  terms 
and  conditions  and  authorizes  the  execution  of  a  385  acre 
AGRICULTURAL  GRAZING  LEASE  to  ERNEST  J.    POMBO   (copies  of  which 
lease  are  on  file  with  Commission's  Secretary),  of  certain  Water 
Department  property  located  in  Alameda  County  (Water  Department 
Drawing  No.  B-4078-1,   for  a  term  of  four  years,  nine  months, 
commencing  February  1,   1989  at  an  annual  rental  of  $11,935.00 
subject  to  all  the  terms  and  conditions  set  forth  in  said  Lease. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JANUARY     2  4  1989 


:retary.  Public  Utilities  Commission 


^Secretary, 


H  WELTONFLYNN 
PRESOCNT 

ARTHUR  V.  TOUPM 

vcepneacENT 

JEFFREY  LEE 
SHERRI  CHIESA 
ROOEL  E.  RODIS 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 

ART  AGNOS.  UAYOft 
DEAN  W  COFFEY.  OEWnAL  UANAQER 


UTILtTIES  ENGINEERING  BUREAU 
OONALO  f  KEENER.  MANAGER 


MUNCIPAL  RAILWAY 

WATER  DEPARTMENT 

►€TCH  HETCHY 
WATER  AND  POWER 


January  30,  1989 


MEMORANDUM 


TO:  Members,  Public  Utilities  Commission 

Commissioner  Rodel  E.  Rodis,  President 
Commissioner  Sherri  Chiesa,  Vice  President 
Commissioner  H.  Welton  Flynn 
Commissioner  Arthur  U.  Toupin 
Commissioner  Gordon  Chin 
 D.  Vi.  Coffey,  General  Manager 


FROM: 


SUBJECT:        AUTHORIZATION  OF  CONTRACT  MODIFICATIONS 


By  PUC  Resolution  No.  88-0115  dated  April  12,  1988,  the  Commission  delegated 
to  the  Manager,  Utilities  Engineering  Bureau,  the  authority  to  execute 
construction  contract  modifications  in  amounts  up  to  $50,000.00  or  10%  of  the 
original  contract  amount. 

Summarized  below  are  all  contract  modifications  executed  during  the  period 
October  1,  1988,  through  December  31,  1988: 


WD-1730    -    Central  Pump  Station  -  Seismic  Reinforcement  and 
Pump  Installation 

Contract  Modification  No.  2,  a  debit  of  $7,400.00. 

Provided  for  the  following  work  performed  and  extension  of  7 
calendar  days: 

1.  Installation  of  temporary  connection  for  the  surge  tank  air 
compressor  power  and  related  controls; 

2.  Disconnection  and  reconnection  of  the  switch  gear  conductors 
for  the  installation  of  the  seismic  reinforcement  on  the  East 
wall; 
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3.  Salvaging  of  the  2,300  volt  switch  gear  appurtenances  on  the 
East  wal 1 ; 

4.  Installation  of  the  permanent    connection  for  the  surge  tank 
air  compressor  power  and  related  controls; 

5.  Relocation  of  pump  control  on  the  East  wall. 

Total  Contract  Modifications  for  WD-1730  =  $29,411.00 
(6,2%  of  Contract) 


WD-2004    -    Electrical  Upgrading  of  425  Mason  Street 

Contract  Modification  No.  1,  a  debit  of  $6,017.00 

Provided  for  the  following  work  performed  and  "extension  of  26 
calendar  days: 

1.  Modification  of    supports  of    the  new    electrical  panels  for 
appliances  and  lighting; 

2.  Substitution  of  five    (5)  Square  D    panels  with  Westinghouse 
panel s. 

Total  Contract  Modifications  for  WD-2004  =  (6.1%  of  Contract) 


MR-859     -    Harrison  Street  Facility  -  General  Construction 

A.  Contract  Modification  No.  3,  a  debit  of  $11,940.00. 

Provided  for  the  additional  roof  drain  on  Column  Line  B 
between  Lines  12  and  13  for  proper  drainage. 

B.  Contract  Modification  No.  4,  a  debit  of  $30,233.00. 

Provided  for  the  revision  of  the  under slab  plumbing, 
furnishing  and  instal 1 ing  of  the  sag  rods  at  new  roof 
purlins,  reduction  of  length  of  ventilation  ducts  in  the 
parking  area,  deletion  of  air  supply  plenum  and  ductwork, 
addition  of  gravity  vent  and  an  extension  of  32  contract 
days. 


Memo  To:  Members,  PUC  Commissioners  and  O.W.  Coffey 

From      :  Donald  F.  Keener 

Subject:  Authorization  of  Contract  Modifications 

Date      :  January  27,  1989 

Page  No:  -  3  - 


C.  Contract  Modification  No.  6,  a  debit  of  $40,000.00. 

Provided  for  the  revision  of  roof  drain  system  at  Column 
Lines  A,  C  and  D  and  the  extension  of  19  calendar  days. 

D.  Contract  Modification  No.  7,  a  debit  of  $12,116.00. 

Provided  for  the  revision  of  dimensions  and  equipment 
locations,  revision  of  floor  slab  elevations  and  slope, 
revision  of  roof  vents  and  flues,  and  revision  of  furring 
locations  and  ceiling  heights  in  certain  locations. 

E.  Contract  Modification  No.  8,  a  debit  of  $35,392.00. 

Provided  for  the  lowering  of  the  elevation  of  concrete  lined 
plumbing  trench  in  the  maintenance  area  and  extending  the 
concrete  lined  trench  to  include  areas  where  piping  is  shown 
on  the  plans  to  be  direct  burial. 

Total  Contract  Modifications  for  MR-859  =  $305,988.00 
(2.2%  of  Contract) 


MR-860     -    Treat  Avenue  Facility  -  General  Construction 

Contract  Modification  No.  1,  a  debit  of  $46,791.00. 

Provided  for  furnishing  of  security  system  components  and  design. 

Total  Contract  Modifications  of  MR-860  =  (0.7%  of  Contract) 
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Call  to  Order:     2:03  P.M. 


President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H.  Welton  Flynn,  Commissioner  Arthur  V. 
Toupin,  Commissioner  Gordon  Chin 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0040         GM       Commending  Demosthenes  Adams,  upon  the  occasion  of 
his  retirement,   for  his  service  to  the  Public 
Utilities  Commission  and  the  City  and  County  of  San 
Francisco . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


Copies  of  the  above  resolution  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 

******** 

Public  Hearing 

Item  No.  4  —  To  consider  budget  proposals  for  fiscal  year  1989-90 
for  all  departments  and  bureaus  under  the  jurisdiction  of  the  Public 
Utilities  Commission. 

Mr.  Dean  Coffey,  General  Manager  of  Public  Utilities,  stated  that 
the  budget  had  been  reviewed  by  the  department  and  discussed  with 
the  Mayor  and  the  Mayor's  staff  as  to  preparation.     The  Water 
Department  and  Hetch  Hetchy  budgets  were  prepared  on  the  assumption 
of  normal  precipitation  for   this  year.     He  said  the  General  Fund 
deficit  has  no  direct  impact  on  the  Water  and  Hetch  Hetchy  budgets; 
however,   since  the  General  Fund  depends  on  excess  funds  from  the 
Hetch  Hetchy  budget,   Hetchy  will  have  an  effect  on  the  General  Fund 
deficit.     The  General  Fund  deficit  does  affect  the  Municipal  Railway 
and  PUC  Bureaus  budgets  and  as  a  result,  we  have  been  asked  to 
prepare  a  list  of  new  revenues  or   reductions  which  will  reduce  the 
demand  on  the  General  Fund  subsidies  to  Municipal  Railway  by  5%  and 
10%.     Today's  meeting  is  for  the  Commission  to  review  the  budget, 
ask  for  comments,   give  directions  to  the  staff  for  changes,   and  at 
the  February  14th  meeting  the  Commission  will  consider  adoption  of 
the  budget  as  prepared  and  presented  at  that  time. 
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HETCH  HETCHY 


Mr.   Anson  Moran,  General  Manager,   Hetch  Hetchy  Water  and  Power, 
stated  that  included  in  the  budget  is  a  continuation  of  a  ^25 
million  equity  transfer  to  the  General  Fund.     If  another  critically 
dry  year  occurs,  adjustments  will  be  made  depending  on  how 
critical.     Currently,  precipitation  and  snow  pack  are  about  70%  of 
normal . 

The  major  increase  is  for  professional  services  to  protect  the 
City*s  interests  in  water  and  power.     These  include  identifying  and 
evaluating  power  supply  support  service  alternatives  to  PG&E, 
exploring  the  feasibility  of  municipalization  of  PG&E  facilities  in 
San  Francisco,  documenting  Sierra  water  rights,  microfilming 
permanent  documents,  and  a  new  position  for  the  hydrology  study. 

Commissioner  Chin  inquired  regarding  Hetch  Hetchy's  proposal  if  the 
$25  million  equity  transfer  is  not  achieved.     Mr.  Moran  responded 
that  if  this  is  an  extraordinarily  dry  year,  the  revenue  and 
expenditure  impact  will  be  severe  and  Hetchy  will  need  those  funds, 
but  will  work  closely  with  the  Mayor's  office  to  reach  a  decision. 
Even  in  the  worst  of  circumstances,  he  said  that  he  did  not  think  it 
would  be  necessary  to  defund  anything  that  would  affect  health  and 
safety  or  critical  maintenance. 

Commissioner  Toupin  questioned  the  funding  of  $150,000   to  study  the 
municipalization  of  PG&E  facilities  since  last  year  there  were 
extensive  hearings  and  public  debates  on  this  subject  as  to  whether 
or  not  to  approve  a  contract  with  PG&E  and  with  the  Modesto  and 
Turlock  Irrigation  Districts,   which  we  did  approve.     Subsequent  to 
that,  an  item  which  we  put  into  the  budget  this  last  fiscal  year  for 
a  study  of  municipalization  was  rejected  by  the  Finance  Committee  of 
the  Board  of  Supervisors ,     Proposition  Z  in  last  November ' s 
election,  which  covered  the  essential  substantive  elements  of 
whether  or  not  we  should  continue  to  deal  with  PG&E  and  Modesto  and 
Turlock  Irrigation  Districts  in  the  same  fashions  we  have  done  or 
not,  was  rejected  by  San  Francisco  voters  by  a  margin  of  70  to  30, 
He  stated  that  there  is  a  limit  to  the  amount  of  money  we  ought  to 
ask  from  the  public  to  discuss  this  issue  that  has  been  around  for 
50  years  and  has  been  before  the  public  at  least  a  dozen  times  with 
the  same  results.     He  said  he  would  find  it  difficult  to  vote  in 
favor  of  this  expense. 

Commissioner  Flynn  asked  if  Hetch  Hetchy  expected  any  ad  valorem 
support,     Mr.   Moran  responded  that  it  would  not  be  necessary  even  in 
a  severe  drought  situation. 

President  Rodis  asked  for  public  comments.     There  were  none, 
WATER  DEPARTMENT 

Mr,  James  Cooney,  General  Manager  and  Chief  Engineer,   San  Francisco 
Water  Department,   stated  that  the  operations  portion  of  the  budget 
represents  a  13%  increase  over   the  current  year's  operative  budget. 
The  requested  increase  includes  funding  for  four  new  programs: 
1)   preventative  maintenance;   2)   valve  actuator  maintenance  program; 
3)   audit  of  City  water  meters;   and  4)   a  land  engineering  records 
management  system.     In  order   to  fund  the  budget  as  presented,   a  rate 
adjustment  will  be  requested.     The  sunset  clause  adopted  in  last 
year's  rates  would  return  the  rates  to  the  1984   level   if  no  new 
rates  are  adopted  by  July  1.     The  anticipated  increase  in  the 
average  family  residence  in  San  Francisco  would  be  approximately 
$1,05  a  month  over  current  rates  from  $5.81  to  $6.86. 
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Commissioner  Chin  asked  if  the  $660,858  to  annualize  the  water 
conservation  program  is  needed  whether  or  not  rationing  is  in 
effect.     Mr.  Cooney  responded  affirmatively  and  added  that  a 
contingency  plan  would  be  presented  at  the  next  meeting  shewing  the 
cost  to  fund  either  continuation  of  the  rationing  program  or  revert 
to  a  normal  conservation  plan. 

President  Rodis  asked  for  public  comments.     There  were  none. 
PUG  BUREAUS 

Mr.  Edward  Harrington,  Assistant  General  Manager,  Finance  summarized 
the  bureaus'  budgets.     The  major  increases  in  the  General  Manager's 
office  are  annualizat ion  of  11  positions  in  Safety,  Security  and 
Real  Estate  and  a  request  for  4  additional  positions  in  Contract 
Compliance.     The  Bureau  of  Finance  has  a  net  reduction  due  to  the 
transfer  of  2  positions  to  Bureau  of  Management  Information  Systems 
and  Bureau  of  Personnel  and  Training.     The  only  increase  is  the 
printing  cost  for  transfers  and  Fast  Passes  for  the  Municipal 
Railway.     The  Bureau  of  Management  Information  Systems  is  bringing 
three  positions  inhouse  and  reducing  their  professional  services 
budget.     Also  there  is  an  increase  in  the  maintenance  budget  in 
order  to  maintain  data  processing  equipment  being  added  from  a  grant 
from  UMTA.     The  Utilities  Engineering  Bureau  is  requesting  24  new 
positions  to  replace  most  of  its  outside  consultants  on  capital 
projects.     The  cost  will  be  offset  through  reductions  in 
professional  services  budgeted  in  capital  projects.     The  Bureau  of 
Energy  Conservation  is  requesting  annualization  of  one  position  that 
was  budgeted  for  part  of  this  year.     The  Bureau  of  Personnel  and 
Training  is  requesting  an  increase  to  cover  the  increased  property 
rental  and  the  reassignment  of  a  position  from  Bureau  of  Finance. 

Commissioner  Flynn  asked  if  any  of  the  positions  in  the  bureaus  are 
funded  by  ad  valorem  taxes.     Mr.  Harrington  responded  that 
approximately  one  quarter  or  less  are  funded  out  of  the  tax  rate. 

President  Rodis  asked  for  public  comments.     There  were  none. 

MUNICIPAL  RAILWAY 

Mr.  William  Stead,  General  Manager,  Municipal  Railway,  distributed  a 
revised  budget  summary.     Mr.  Stead  stated  that  the  budget  complies 
with  the  directions  received  from  the  Mayor's  Budget  Office.  He 
said  that  the  three  Deputy  General  Managers  did  a  zero  base 
assessment  of  their  responsibilities  which  identified  what  we  feel 
are  the  resources  required  to  currently  support  the  level  of  service 
that  we  are  committed  to  providing.     Mr.   Johnny  Stein  was  asked  to 
prepare  a  budget  that  would  adequately  place  3  million  hours  or  27 
million  miles  of  service  on  the  street,   to  adequately  provide  the 
number  of  operators  needed  for  training,   supervising,   etc.     Mr.  Phil 
Adams  identified  maintenance  programs  that  are  required  to  maintain 
the  fleet  in  a  safe,  reliable  manner.     Ms.  Jo  Ivester  provided  the 
engineering  and  administrative  resources  needed  to  support  the 
Municipal  Railway.     Last  year  the  department  reduced  its  General 
Fund  dependency  by  approximately  $11  million,   had  a  significant  fare 
increase,   eliminated  200   jobs  and  had  25  layoffs.     The  Mayor's 
Budget  Office  directed  that  Muni  needs  to  reduce  its  dependency  on 
the  General  Fund  by  5%  in  one  option  and  10%  in  the  other  option. 
The  direction  followed  was:   1)   the  continuing  budget  reflects  the 
current  level  of  funding  and  that  Muni  continue  its  current  public 
timetable  commitment  to  deliver   service;   2)   continue  to  deliver  same 
level  of  service  with  current  transportation  forces  at  our  disposal, 
which 
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today  is  somewhere  between  97%  and  98%  of  what  is  printed  in  the 
public  timetable;   and  3)   only  add  programs  that  were  mutually  agreed 
to  by  the  Mayor's  office,  Muni  management  and  the  PUC  Finance  office 
that  were  considered  to  be  continuing  programs  {programs  that  we  are 
already  committed  to  but  had  a  natural  escalator  in  them).  Expense 
changes  totalling  $7,020,000  were  agreed  by  Muni,  Finance  and  the 
Mayor's  office  to  represent  continuing  items  in  the  budget.     That  is 
what  is  needed  to  continue  today's  level  of  service.     The  revenue 
increase  for  next  year  we  are  estimating  at  $4.1  million,  $3  million 
for  sales  tax,  $600,000  by  annualizing  the  fare  increase  which  did 
not  start  until  August,   $400,000  for  advertising  and  $100,000  for 
the  transit  shelter  program.     Added  to  that,   the  $7  million  agreed 
to  as  a  continuing  budget,  we  have  a  $2.9  million  deficit  before  we 
even  start.     In  Attachment  II  are  proposals  that  we  advocate  as 
critical  programs  and  that  these  items  be  negotiated  with  the 
Mayor's  office  in  the  priority  shown.     If  Muni  reduces  its  budget, 
these  are  the  things  that  will  not  be  done.     Mr.  Stead  explained  the 
reason  why  budget  priorities  1  through  16  are  critical  additions  to 
the  baseline  budget. 

Commissioner  Flynn  stated  that  maintenance  should  supersede  any  item 
of  administrative  salaries,  benefits  and  new  employments  until  the 
department  can  show  that  it  can  maintain  the  fleet  in  a  proper 
fashion  to  keep  from  having  accidents.     He  said  he  would  oppose  any 
increases,  reclassifications  or  elevation  of  salaries  of  any  staff 
person  until  it's  satisfactorily  shown  that  the  maintenance  of  the 
fleet  can  take  place.     Mr.  stead  responded  that  Muni  management 
shares  his  prioritization  but  feels  99%  service  is  first  priority 
and  second  is  to  maintain  the  fleet   in  a  safe  and  reliable  manner. 

In  response  to  Commissioner  Flynn's  question  on  the  number  of  days 
employees  can  remain  on  industrial  leave  before  they  must  return  to 
work  without  losing  pay,  Mr.  stein  replied  one  year.     In  response  to 
Commissioner  Flynn's  question  on  the  $7,218   reduction  in  standby 
pay,  Mr.  Stead  responded  that  there  are  two  managers  required  to  be 
available  from  Friday  night  at  6  p.m.   to  Monday  at  6  a.m.   and  one 
individual  charges  8  hours  on  Saturday  and  8  hours  on  Sunday  and  is 
paid  25%  standby  pay  for  those  8  hours.     Muni   is  proposing  to 
upgrade  that  position  to  an  Assistant  General  Manager  for  Labor 
Relations  thereby  reducing  the  cost  of  standby  pay. 

President  Rodis  asked  for  public  comments. 

Mr.  Lawrence  Martin,  International  Representative,  Transport  Workers 
Union,  stated  he  opposed  budgeting  for  less  than  100%.     He  said  that 
the  98%  budget  was  tried  last  year  and  it  did  not  work.     He  also 
supported  keeping  the  $400,000   requested  for  supervisors  and 
managers  salary  equalization. 

Mr.   David  Pilpel  suggested  that  staff  seek  potential  sources  of 
additional  revenue  through  the  Downtown  Transit  Assessment  Fee,  bus 
zone  enforcement,   sales  tax,   and  augment  timetable  production 
through  budget  funds  or  advertising.     He  questioned  the  increase  of 
$2.8  million  for  claims  and  if  the  $400,000  for  supervisors  pay 
would  improve  morale  and  service  delivery.     He  also  suggested 
monitoring  employee  overtime  and  performance. 

Commissioner  Flynn  responded  that  the  number  of  claims  are  down  but 
the  settlement  amounts  are  higher;   the  Downtown  Transit  Assessment 
Fee  does  not  come  under  the  jur isidict ion  of  the  Public  Utilities 
Commission;   sales  tax  money  will  not  be  received  in  time  to  be 
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included  in  this  budget  and  revenue  from  enforcement  of  bus  zones 
goes  to  the  General  Fund  and  is  not  considered  as  revenue  directly 
to  the  Municipal  Railway. 

There  being  no  further  public  comments,  President  Rodis  closed  the 
public  hearing.     The  matter  to  consider  adoption  of  the  1989-90 
budget  was  continued  to  the  regular  meeting  on  February  14,  1989. 

******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:35  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  0040 


WHEREAS,  Demosthenes  (Demo)  Adams  announced  his  retirement 
after  30  years  of  service  to  the  City  and  County  of  San 
Francisco;  and 

WHEREAS,  His  retirement  marks  the  culmination  of  a 
commendable  career  in  public  service,  having  worked  for  21  of 
those  years  in  a  variety  of  positions  within  the  Public 
Utilities  Commission,   including  serving  as  the  Departmental 
Personnel  Director ;  and 

WHEREAS,  Mr.  Adams  played  a  significant  role  in  the  area  of 
human  resources  development  for  the  Public  Utilities  Commission 
and  always  accomplished  his  work  with  a  high  degree  of 
professionalism  which  won  him  the  respect  and  esteem  of  his 
colleagues  and  all  those  with  whom  he  came  in  contact;  now, 
therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission,   on  the 
occasion  of  his  retirement,  hereby  commends  Demo  Adams  for  his 
service  to  the  Public  Utilities  Commission  and  extends  its  best 
wishes  to  Demo  for  good  health  and  happiness  in  the  future. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  FEBRUARY       7  1989 


Secretary.  PubJtc  Utilities  Commissi{ 
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Call  to  Order:     2:09  P.M. 


Present : 


President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H.  Welton  Flynn,  Commissioner  Arthur  V. 
Toupin,  Commissioner  Gordon  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  Minutes  of  the  regular 
meeting  of  January  24,   1989  were  approved. 

A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission, 


RESOLUTION 
NO. 


******** 
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MR 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Requesting  the  Controller  to  draw  warrants  in  payment 
of  claims  against  the  Municipal  Railway,  totaling 
$174,588.00. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 
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On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

MR       Approving  compromise  settlements  in  the  amount  of 

$546.00,  and  collections  in  the  amount  of  $6,060.73, 
for  payment  of  damage  claims  which  the  Municipal 
Railway  has  against  miscellaneous  debtors  for  the 
month  of  January  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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MR 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Approving  Municipal  Railway  Revolving  Fund  Direct 
Payments  in  the  amount  of  $196,173.95  for  the  month 
of  December  1988. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0044         WD      Approving  collections  for  the  months  of  October, 
November  and  December  1988  of  charges  for  damages 
which  the  San  Francisco  Water  Department  has  against 
miscellaneous  debtors  in  the  amount  of  $2,780.15  and 
one  write-off  debt  in  the  amount  of  $1,177.36. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff  and  authorizing  bid  call  for 
San  Francisco  Water  Department  Contract  No.  WD-2034, 
8-inch  ductile  iron  main  installation  in  Folsom 
Street  between  16th  Street  and  Army  Street. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff  and  authorizing  bid  call  for 
San  Francisco  Water  Department  Contract  No.  WD-2022, 
Sunol  Yard  Headquarters  -  Replace  Fuel  Tanks  and 
Fueling  Station. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-1999,  Alameda  Creek, 
Diversion  Dam  Spillway  -  Concrete  Repairs,  as 
satisfactorily  completed;   approving  credit  Contract 
Modification  No.   1   in  the  amount  of  $3,480.02; 
authorizing  an  extension  of  time  for  unavoidable 
delays  of  7  calendar  days  and  authorizing  final 
payment  in  the  amount  of  $4,479.00  to  Stacy  and 
Witbeck,  Inc. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-1993,   8-inch  ductile 
iron  main  installation  in  Fulton  Street  between 
Fillmore  street  and  Franklin  Street,  as 
satisfactorily  completed;   approving  credit  Contract 
Modification  No.   1   in  the  amount  of  $15,851.00;  and 
Authorizing  final  payment  in  the  amount  of  $12,254.50 
to  Uniacke  Construction,  Inc.  and  Vickers  Concrete 
Sawing,  AJV. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0049         WD       Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-1991,  8-inch  and 
12-inch  ductile  iron  main  installation  in  Clay  street 
between  Kearny  and  Drumm  Streets,  as  satisfactorily 
completed;   approving  credit  Contract  Modification  No, 
1  in  the  amount  of  $9,330.00;  authorizing  an 
extension  of  time  for  unavoidable  delays  of  22 
working  days  and  authorizing  final  payment  in  the 
amount  of  $21,784.50  to  Interlane  General  Engineering 
and  P  &  J  Utility  Company,  AJV. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0050         WD       Declaring  that  an  emergency  exists,   in  accordance 
with  the  provisions  of  Section  6,30  of  the 
Administrative  Code,  to  repair  a  water  main  break  and 
related  damage  in  the  intersection  of  Oakdale  Avenue 
and  Bayshore  Blvd.;   and  requesting  the  Mayor  to 
recommend  to  the  Board  of  Supervisors  approval  of  the 
expenditure  of  approximately  $115,000.00. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0051        MR      Requesting  the  Controller  to  approve  a  revenue 

transfer  in  the  amount  of  $1,205,658  from  the  Water 
Department  to  Municipal  Railway  to  fund  main 
replacement  work  of  the  J-Line  Contract  MR-801. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0052         PT       Approving  Non-Civil  Service  and  Temporary 

appointments  and  removals  as  indicated  on  the 
Temporary  Employment  Activity  Roster   for  the  month  of 
December  1988. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0053         MR       Authorizing  the  General  Manager  of  Public  Utilities 
to  solicit  proposals  for  professional  environment 
management  consulting  services. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0054        MIS     Authorizing  transfer  of  $25,237.00  from  professional 
services  to  temporary  salaries  in  the  operating 
budget  of  the  Bureau  of  Management  Information 
Systems , 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Approving  Contract  Modification  in  the  amount  of 
$50,660.00  which  increases  Municipal  Railway  Contract 
No.  MR-992  -  Muni  Metro  System  Centralized  Traffic 
Control  to  $103,660.00  and  an  extension  of  time  of 
629  calendar  days  to  the  contract  term, 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,   the  following 
resolution  was  adopted: 

89-0056         WD       Requesting  the  Mayor  to  recommend  to  the  Board  of 

Supervisors  a  supplemental  appropriation  to  amend  the 
Water  Department's  operating  budget  to  continue  the 
Water  Conservation  Program  for  the  balance  of  fiscal 
year  1988-89. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Authorizing  the  Utilities  Engineering  Bureau  to 
request  proposals  to  select  and  recommend  qualified 
firm(s)  to  evaluate  Priest  Dam  for  structural 
stability . 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Authorizing  the  Manager,  Utilities  Engineering 
Bureau,   to  negotiate  and  execute  the  Woodward-Clyde 
Consultant  Agreement  accepting  the  firm's  insurer  to 
have  less  than  ten  times  the  limit  of  coverage  for 
the  study  phase  only. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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On  motion  of  Flynn,  seconded  by  Chiesa,  the 
resolution  was  adopted: 


Authorizing  the  Manager,  Utilities  Engineering 
Bureau,   to  negotiate  and  execute  Amendment  No     2  of 
the  Leedshill-Herkenhof f ,  Inc.  agreement  for  an 
amount  not  to  exceed  $230,000.00  to  design  protecti 
for  the  abutments  of  the  Lower  Crystal  Springs  Dam. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

CC      Authorizing  the  Director  of  Property  to  proceed  with 
jurisdictional  exchange  of  Water  Department  land  for 
Department  of  Public  Works  land  located  in  San 
Francisco. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

MIS     Authorizing  the  General  Manager  of  Public  Utilities 
to  enter   into  a  contract  modification  with 
Infomanage,   Inc.   for  technical  consulting  for  a 
period  not  to  exceed  12  months  and  $70,000.00. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Chin,   the  following 
resolution  was  adopted: 

GM       Approving  Hetch  Hetchy  budget  request  for  a  study  to 

municipalize  PG&E  facilities;   and  directing  that  this  v 
budget  estimate  be  filed  with  the  Controller  in  ^ 
accordance  with  the  provisions  of  Charter  Section 
6,200. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Chin 
Noes  -  Toupin 
Abstained  -  Flynn 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0063         GM      Approving  budget  proposals  for  fiscal  year  1989-90 
for  the  following  departments  and  bureaus  under  the 
jurisdiction  of  the  Public  Utilities  Commission: 

Hetch  Hetchy  Water  and  Power 
Bureau  of  Light,  Heat  and  Power 
Water  Department 

Public  Utilities  Commission  Bureaus 
VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 
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On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

89-0064        GM      Adopting  the  Water  Department  Capital  Improvement 
Program,  1989-90  through  1994-95. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

89-0065        GM      Adopting  the  Hetch  Hetchy  Water  and  Power  Capital 
Improvement  Program,   1989-90  through  1994-95. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


Commissioner  Toupin  was  excused  at  4:50  P.M. 
Commissioner  Flynn  was  excused  at  5:03  P.M. 


On  motion  of  Chiesa,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0066         MR       Approving  the  Municipal  Railway  baseline  budget  for 
fiscal  year  1989-90. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 

******** 

Report  of  the  General  Manager 

Mr.   Dean  W.  Coffey,  General  Manager  of  Public  Utilities,  requested 
that  the  Commission  approve  the  bid  call  items  on  the  consent 
calendar  with  the  understanding  that  the  specifications  may  be 
modified  as  a  result  of  the  Supreme  Court  action  regarding  contract 
set  asides.     Also,   the  contracts  proposed  for  award  should  be  removed 
from  the  calendar  at  this  time. 

Commissioner  Flynn  stated  that  the  City  Attorney's  letter  to  the 
Commission  advised  that  departments  should  conduct  business  as 
usual.     He  asked  why  the  department  was  requesting  a  change.  Mr. 
Donald  Keener,   Deputy  General  Manager,  Utilities  Engineering  Bureau 
replied  that  the  City  Attorney's  Office  just  recently  asked  the 
department  to  delay  action  while  their  office  reviews  City  procedures 
in  light  of  the  Supreme  Court's  action. 

******** 

Public  Hearing 

Item  No.   8  —  To  consider  contingency  plans  for  possible  drought 
conditions  and  water  shortages  in  1989. 

Mr.  Anson  Moran,  General  Manager,   Hetch  Hetchy  Water  and  Power, 
reported  that  total  reservoir  storage  in  the  system  is  44%  of  an 
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average  year.     Precipitation  at  0 • Shaughnessy  Dam  is  74%  of  normal. 
Regarding  efforts  to  find  alternate  sources  of  water,   the  department 
has  been  in  discussions  with  other  water  suppliers  throughout  the 
state,  bat  has  not  been  successful  in  obtaining  alternate  sources. 

Mr.  Robert  Vasconcellos ,  Manager,  Resources  and  Planning,  stated  that 
staff  was  not  making  any  specific  recommendations.  This  hearing  was 
scheduled  to  allow  the  public  to  comment  on  the  department's  planning 
to  date.  The  department  has  had  discussions  with  the  suburban  resale 
customers.  The  plan  developed  thus  far  treats  the  Cities  of  San  Jose 
and  Santa  Clara  as  permanent  customers. 

The  plan  contains  four  options  for  reductions  of  5,  10,  25  or  35 
percent.  The  objectives  of  the  plan  are  to  achieve  the  required 
water  savings  at  a  minimal  cost  to  customers  and  to  minimize  the 
impact  on  customers ,  businesses  and  employment . 

The  5  and  10  percent  programs  are  both  voluntary  with  public 
information  components.     The  25  percent  level  is  basically  a 
continuation  of  the  current  program.     There  would  be  changes  in  the 
excess  use  charges  and  in  banking  for  the  resale  customers  in 
response  to  their  concerns.     The  banking  would  allow  deficit 
banking.     A  reduction  of  35  percent  would  cause  significant 
hardships.     Staff  would  try  to  avoid  this  level  of  reduction  by 
purchasing  water.     This  level  is  based  upon  maintaining  minimum 
standards  for  health  and  sanitation  and  also  on  limiting  the  economic 
impact.     There  would  be  large  loses  of  landscaping,  no  new 
landscaping  would  be  allowed  which  would  have  a  major   impact  on  the 
landscaping  industry,   nurseries  and  contractors.     There  would  also  be 
restrictions  on  water  use  for  all  customers,   including  the  suburbs. 
There  are  two  alternative  methods  being  considered  for  allocating 
water  at  the  35  percent  reduction  level.     The  first,  would  be  to 
reduce  inside  use  by  some  percent  and  outside  use  by  a  different 
percent  so  together  the  desired  reduction  is  achieved.     The  second 
method  which  is  only  being  considered  for  San  Francisco,  would  be 
uniform  allocations  for  residential  customers  on  a  per  living  unit 
basis.     Apartments  would  receive  less  and  businesses  would  be  reduced 
by  a  percentage  as  they  are  now. 

President  Rodis  opened  the  public  hearing. 

Mr.   Ray  McDevitt,   attorney  representing  the  Bay  Area  Water  Users 
Association,   urged  the  Commission  to  seek  an  alternative  water 
supply.     He  pointed  out  that  the  current  allocation  plan  places  a 
heavier  burden  on  the  suburban  customers  to  save  water  than  on  San 
Francisco  customers.     He  urged  the  Commission  to  adopt  a  regional 
plan  and  solve  the  shortage  rather  than  allocate  the  scarcity. 

Mr.  Doug  Short,   representing  the  Bay  Area  Water  Users  Association, 
said  that  a  consultant  was  hired  to  survey  its  membership  and  make 
recommendations  concerning  the  current  rationing  plan.  Issues 
identified  were:   1)   regional  equity;   2)   excessive  use  charges;  3) 
full  accumulative  banking;   and  4)   jurisdiction  over  independent 
political  entities.     The  current  plan  requires  10  percent  reduction 
in  inside  usage  and  60  percent  outside.     This  results  in  San 
Francisco  reducing  14  percent  annually  and  the  suburbs  reducing  27 
percent.     He  suggested  changing  to  15  percent  inside  and  45  percent 
outside.     He  said  this  would  result  in  the  same  level  of  overall 
reduction  with  San  Francisco  reducing  17  percent  and  the  suburbs  24 
percent.     He  proposed  a  gradual   increase  in  excess  use  charges  and 
cumulative  banking  from  the  inception  of  rationing  until  it  is 
officially  ended.     He  said  that  State  law  prohibits  a  water  supplier 
from  imposing  water  conservation  measures  on  its  wholesale  agencies. 
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He  urged  the  Commission  to:    1)   direct  staff  to  work  with  the 
Association  on  these  issues;  2)  conduct  a  workshop  on  the  technical 
issues  regarding  demand  and  supply  before  any  decision  is  made  on  the 
level  of  rationing  needed  for  1989;   and  3)  seek  additional  water 
supplies . 

Mr,  Doug  Pursell,  representing  the  City  of  Palo  Alto,  urged  adoption 
of  the  15/45  program. 

Mr.  Michael  Abramson,  representing  the  City  of  Daly  City,  stated  that 
even  though  they  met  their  rationing  goals,   they  endorse  the 
Association's  proposal  for  cumulative  banking. 

Mr.  Jeffrey  Jones,   representing  the  Green  Industry  Advisory 
Committee,  said  that  attention  should  be  given  to  water  management, 
particularly  in  school  districts  and  park  departments.     He  offered  to 
assist  in  the  development  of  irrigation  guidelines. 

Mr.  Bill  Weisend,  from  the  City  of  Sunnyvale,  spoke  in  favor  of  water 
banking  and  flexibility  on  restrictions. 

Mr,  Scott  McGilvray,  representing  Green  Industry  and  Landscape 
Advisory  Committee,   said  that  the  industry  employs  13,000  people  in 
the  Bay  Area.     He  said  that  once  the  water  allocation  is  established, 
it  is  the  consumer's  business  how  the  water  is  conserved.     He  opposed 
the  department's  10/60  program  and  urged  the  Commission  to  direct 
staff  to  work  with  the  industry  professionals  on  a  solution. 

Mr.  Don  Houck,  Executive  Vice  President,  California  Water  Service 
Company,   spoke  in  favor  of  cumulative  banking  since  the  beginning  of 
the  program.     He  requested  an  adjustment  to  the  company's  allocation 
to  offset  the  adjustments  his  company  allowed  its  customers. 

Mr.  Allan  Frank  inquired  as  to  how  much  water  would  need  to  be 
purchased  before  triggering  5,   10,   25  or  35  percent  cuts.     He  said 
that  water  is  available  but  how  it's  allocated,  i.e.,  agriculture 
versus  domestic  use,  is  a  political  issue. 

Messrs.   Erin  Gil,  Tim  Vine,   and  Myron  Grossman  supported  the 
landscape  industry's  position. 

Mr.  Norman  Rolfe,   2233  Larkin  Street,   San  Francisco,   said  that  city 
dwellers  don't  have  lawns  like  in  the  suburbs.     Most  dwelling  units 
are  in  multi-unit  buildings;   therefore,   there  is  much  less  land  space 
and  landscaping  per  dwelling  unit.     The  bulk  of  the  water  used  in  San 
Francisco  is  for  cooking,  washing,   etc.,   and  there  is  not  the 
capacity  for  reduction  that  exists  in  the  suburbs. 

MS,   Paula  Blanchfield,   a  landscape  architect,   said  that  there  are 
many  landscape  professionals  available  to  assist  the  department  in 
their  plan. 

President  Rodis  asked  the  Green  Industry  to  forward  their  material  to 
the  Commission . 

Mr.  Vasconcellos  replied  to  comments.     He  said  that  the  10/60  formula 
is  equitable  because  it  applies  to  all  customers.     On  a  seasonal 
basis  the  amount  of  water  used  over  or  under  the  allotment  in  the 
suburbs  was  within  1  percent.     On  an  annual  basis  both  the  City  and 
the  suburbs  are  about  2  percent  under  their  total  allotments.  The 
15/45  formula  would  result  in  an  increase  of  the  allotment  for  the 
suburbs  of  1.3  percent  and  a  decrease  in  the  City's  allotment  of  3.8 
percent.     The  transfer  of  water  allotments  from  the  City  to  the 
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suburbs  does  not  appear  to  be  justified  because  the  current  formula 
follows  the  actual  water  use  patterns  within  a  couple  of  percent. 

Regarding  the  excess  use  charges,  there  is  no  way  to  enforce 
allotments  other  than  price. 

Regarding  the  incentive  to  conserve,  he  said  that  it  would  not  be 
equitable  to  change  the  rules  now,   that  were  implemented  last  year. 
The  proposed  plan  would  allow  banking  from  December  1988  to  December 
1989.     The  proposed  restrictions  and  conservation  measures  would  be  a 
minimal  list  to  eliminate  waste.     Eleven  of  the  thirty  suburban 
customers  do  not  have  water  restrictions. 

Commissioner  Flynn  took  exception  to  Mr.  McDevitt's  statement  in  his 
letter  to  the  Commission  that  there  was  not  opportunity  for 
significant  public  input  at  last  year's  water  rationing  meeting  Mr 
McDevitt  replied  that  in  late  March  the  suburban  customers  received  a 
letter  from  the  General  Manager  of  the  Water  Department  stating  that 
the  system's  storage  was  in  good  shape  and  rationing  would  not  be 
needed.     On  April  12,  1988,   the  suburban  customers  received  their 
allotments  of  25  percent.     It  was  impossible  to  get  data  from  the 
Water  Department  regarding  system  storage  in  order  to  determine  what 
could  be  achieved  by  a  25  percent  plan.     Mr.  McDevitt  agreed  that 
everyone  who  wanted  to  speak  at  the  meeting  was  given  the  opportunity 
to  do  so. 

Commissioner  Chin  requested  data  on  what  other  cities  use  as  a 
uniform  allotment  method,   the  amount  of  the  penalties  and  the  amounts 
collected,   and  is  it  possible  to  have  two  allocation  programs  —  one 
for  the  City  and  one  for  the  suburbs.     Mr.  Vasconcellos  replied  that 
staff  would  prepare  that   information  but  different  allotment  formulas 
would  destroy  the  equity  of  the  program. 

Commissioner  Toupin  asked  whether  any  of  the  suburban  customers  who 
established  their  program  early  have  complained  about  a  change  in  the 
banking  rules.     Also,   he  inquired  as  to  whether  staff  has  had 
discussions  with  the  landscape  professionals  regarding  how  their 
expertise  could  be  used  in  the  development  of  conservation  measures. 
Mr.   Vasconcellos  replied  that  there  had  been  meetings  earlier  and 
staff  will  have  further  discussions  wi  th  them . 

The  public  hearing  was  closed. 

******** 

The  meeting  was  recessed  at  4:00  P.M.   and  reconvened  at  4:12  P.M. 

******** 

Resolution  No.   89-0056  —  Requesting  a  supplemental  appropriation  to 
continue  the  Water  Conservation  Program  for  the  balance  of  fiscal 
year  1988-89,   and  to  implement  a  9-month  public  information  campaign 
to  reduce  water  use. 

President  Rodis  suggested  that  the  program  emphasize  public  education 
and  the  reasons  why  we  need  to  conserve. 

Commission  Flynn  suggested  exploring  a  program  which  includes  public 
appearances  and  other  no  cost  methods  of  disseminating  information, 
Mr.  Coffey  said  that  water  rationing  is  just  now  receiving  public 
attention.     The  department  has  been  contacted  for  public  appearances 
and  will  take  advantage  of  all  such  opportunities.  Commissioner 
Flynn  pointed  out  that  while  the  Water  Department  does  not  receive  ad 
valorem  funds,    if  the  operating  costs  can  be  reduced,   the  water  rates 
will  not  need  to  be  raised  as  much. 


89-030 


Commissioner  Flynn  moved  to  continue  the  public  information  portion 
of  the  request   ($520,000)   for  additional  information  and  to  approve 
the  salary,  data  processing  and  mailing  portion  ($404,070)  of  the 
supplemental  appropriation  request.     Commissioner  Chin  seconded. 
Resolution  No.   89-0056  was  adopted. 

******** 

Resolutions  No.   89-0062,   89-0063,   89-0064,   89-0065  and  89-0066  ~ 
Approving  budget  proposals  for  fiscal  year  1989-90  for  departments 
and  bureaus  under  the  jurisdiction  of  the  Public  Utilities 
Commission:  Municipal  Railway,  Water  Department,  Hetch  Hetchy  Water 
and  Power,  Bureau  of  Light,  Heat  and  Power,  and  PUC  bureaus;  and 
adopting  the  Water  Department  and  Hetch  Hetchy  Water  and  Power 
Capital  Improvement  Programs,   1989-90  through  1994-95. 

Mr.  Edward  Harrington  stated  that  the  Mayor  requested  departments  to 
submit  by  February  16,  1989,  baseline  budgets,  which  are  last  year's 
budget  with  minor  changes.     In  addition,  the  Mayor  requested  the 
departments  to  prioritize  any  additions  and  reductions. 

Commissioner  Flynn  requested  permission  to  abstain  from  voting  on  the 
proposal  to  study  municipalization  of  Pacific  Gas  and  Electric  power; 
and  separation  of  the  item  from  the  Hetch  Hetchy  budget.     On  motion 
of  Commissioner  Toupin,   seconded  by  Commissioner  Chiesa,  Commissioner 
Flynn  was  excused  from  voting  on  the  PG&E  study. 

Commissioner  Chiesa  moved.  Commissioner  Chin  seconded,  to  approve 
including  $150,000  in  the  Hetch  Hetchy  budget  to  study 
municipalization  of  PG&E  power.     On  the  question.  Commissioners 
Rodis,   Chiesa  and  Chin  voted  Aye,   Commissioner  Toupin  voted  No. 

Commissioner  Toupin  moved  and  Commissionr  Chiesa  seconded  approval  of 
the  baseline  operating  budgets  for  all  departments  and  bureaus  except 
the  Municipal  Railway.     Resolution  No.  89-0066  was  unanimously 
approved . 

On  motion  of  Commissioner  Flynn,   seconded  by  Commissioner  Chiesa, 
Resolutions  No.   89-0064  and  89-0065,   the  capital  improvement 
programs,  were  unanimously  adopted  for  the  Water  Department  and  Hetch 
Hetchy  Water  and  Power. 

Mr,  Harrington  stated  that  following  the  February  7,   1989  budget 
hearing,   staff  revised  the  proposed  budget  for  the  Municipal 
Railway.     Priorities  1-16  were  reduced  $1.6  million  and  judgments  and 
claims  was  reduced  $2.8  million.     Also,   staff  will  look  at  5  and  10 
percent  reductions  in  the  general  fund  portion  of  the  bureaus  and 
Municipal  Railway  service  reductions. 

Mr.  Fred  Peterson,  President,  Transport  Workers  Union,   Local  200, 
said  that  3  years  ago  there  were  218  positions  in  class  9139  - 
Transit  Supervisor.     Now  there  are  189  authorized  positions,  but  only 
177  filled.     Fewer  supervisors  has  impacted  the  level  of  service.  He 
urged  funding  for  these  positions  and  adoption  of  the  baseline  budget. 

Mr.  Norman  Rolfe,   representing  San  Francisco  Tomorrow,   urged  the 
Commission  to  advocate  maintaining  current  service  levels.  He 
suggested  implementing  the  1  cent  gas  tax,   increasing  the  parking  tax 
by  5  percent,   implementing  transit  first  measures,  maintaining  the 
cable  car  schedule,   and  funding  the  printing  of  schedules  by  selling 
advertising  on  them. 


89-031 


Mr.   Bobby  Brown,   President,   Transport  Workers  Union,   Local  250A, 
stated  that  since  last  week's  budget  meeting,   the  Municipal  Railway 
staff  agreed  to  modify  its  budget  proposal  to  eliminate  items  which 
are  subject  to  memorandum  of  understanding  (MOU)  negotiations.  He 
suggested  that  the  budget  fund  the  scheuled  service. 

Mr.  David  Pilpel  noted  that  the  proposed  budget  was  based  upon 
service  reductions  even  if  the  level  of  General  Fund  support  is 
maintained .     He  supported  seeking  additional  revenue  sources  and 
productivity  improvements. 

On  motion  of  Commissioner  Chiesa,  seconded  by  Commissioner  Chin  the 
Municipal  Railway  operating  budget  was  approved. 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      5:21  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 


89-032 


PUBLIC  UTILITIES  COMMISSION 

Crrv  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  NR'^G04l 


02-14-89 


RESOLVED ,       Tha t  on  recommenda t ion  of  the  General  Manager  of 
Public  Utilities,   the  Manager,   Bureau  of  Claims  and  Contracts; 
thereof  and  the  City  Attorney,   this  commission  approved  and  hereby 
requests  the  Controller  to  allot  funds  and  to  draw  warrants  against 
such  funds  as  are  or  will  be  available  in  payment  of  claims  against 
the  Municipal  Railway. 


Cla  imant 


Acdt.No.  Accident  PI/ 

^  Prayer  Type        Date        PD  Settlement 


Non-litigated  Settlements 
None 

Litigated  Settlements 
SUSAN  GILNER 

ISABEL  M.  MARTIN 

EDWARD  RIGGINS 

JOHNYE  B.  MCLIN 


85C0062-1  2-7        10-06-85  PI 

$500, 000. 00 


86T0990-1 
$Unsta ted 

8SB1420-1 
$250, 000. 00 


7-6  03-27-87  PI 
15-3     04-26-86  PI 


84B1467-12  6-3  04-02-85  PI 
$100,000.00 


$  83,000,00 
$  30,000.00 
$  40,000.00 
$  21 , 588. 00 


Judgments 


None 


$174,588.00 


Total  Settlement: 


(04) 


Index  632091 


Sub  -ob j  ec  t 


1450 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  nf  VVP.P\mY  141989 


Secretary,  Public  Utilities  Commiss^n 
02-14-89 


PUBLIC  UTILITIES  COMMISSION 

CITY  ANO  COUNTY  OF  SAN  FRANOSCO 


RESOLUTION  Na    8S  004*^ 


RESOLVED ,  Tha t  this  Commi ss i on  on  the  recommenda t i on  of 
the  General  Manager  of  Public  Utilities,  Department 
Managers  and  the  City  Attorney,  hereby  approves  collection 
of  charges  for  damages  against  San  Franc i  sco  Munic  ipal 
Railway  from  miscellaneous  debtors  in  the  amount  of 
$6,060.73  and  write-off  compromise  reductions  for 
corapara  t  i  ve  neg 1 igence  in  the  amount  of  $546.00  for  the 
month  of  January  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  nf       FEBRUARY  141989 


Secretary.  Public  Utilities  Cormniss 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


, SS-Q043 


RESOLVED ,  Tha  t  this  Commi  ss  ion  hereby  approves , 
in  accordance  with  Resolution  No,  77-0184,  adopted  April  12, 
197  7,  payment  of  claims  in  the  amount  o£  $196, 173. 95,  made 
by  the  Munic  ipal  Ra  i Iway ,  month  of  December ,  1988  ,  per 
Revolving  Fund  Direct  payment  Nos.  :  CL0102,  CL0106,  and  per 
Revolving  Fund  Direct  Payment  Nos.:  CLOlOO,  CLOlOl  and 
CL0104. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

FFRRUARY  1  4  1989 

at  its  meeting  of  r  CDf^UMn  i    


'ic  Utilities  Commissi 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  89 


RESOLVED,   That  this  Commission  hereby  approves 
collections  for  the  months  of  October,  November  and  December 
1988,   of  charges  for  damages  against  miscellaneous  debtors, 
San  Francisco  Water  Department,   in  the  amount  of  $2,780.15, 
and  one  write-off  debt  in  the  amount  of  $1,177.36. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

FEBRUARY  141989 


at  its  meeting  of . 


retary^  Public  Utilities  Comoiission 


Secretary, 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COU^fTV  OF  SAN  FRANCISCO 


RESOLUTION  No.   89  004v> 


RESOLVED,  That  the  Public  Utilities  Commission  does  hereby  note 
that  the  project  which  is  the  subject  of  this  resolution  has  been 
determined  by  the  Department  of  City  Planning  to  be  categorically  exempt  as 
Class  1  (b)  project  under  the  State  Guidelines  implementing  the  California 
Environmental  Quality  Act;  and  be  it  further 

RESOLVED,  That  this  Commission  authorizes  Bid  Call  as  follows: 

San  Francisco  Water  Department  Contract  No.  WD-2034,  8-Inch  Ductile 
Iron  Main  Installation  in  Folsom  Street  between  16th  Street  and  Army 
Street. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  FEBRUARY  141989 

fishit 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-0046 


WHEREAS,  Under  Water  Department  Contract  No.  WD-2022,  fuel 
tanks  and  a  fueling  station  are  to  be  replaced  at  the  Sunol 
Corporation  Yard  in  Alameda  County;  and 

WHEREAS,  In  accordance  with  the  provisions  of  Chapter 
3.22(a)  of  the  San  Francisco  Administrative  Code,  this  project  is 
hereby  determined  to  be  categorically  exempt  from  the  California 
Environmental  Quality  Act  and  State  Guidelines  under  Class  2  as 
set  forth  in  the  permanent  list  of  categorical  exemptions  adopted 
by  the  City  Planning  Commission  on  August  28,  1980  and  April  16, 
1981;  now  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  bid  call 
for  Water  Department  Contract  No.  WD-2022,  Sunol  Yard 
Headquarters-Replace  Fuel  Tanks  and  Fueling  Station. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


FEBRUARY  141989 


Secretary,  Public  Utilities  Com. 


ission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under 
San  Francisco  Water  Department  Contract  No.  WD-1999,  Alameda  Creek, 
Diversion  Dam  Spillway  -  Concrete  Repairs,  as  satisfactorily 
completed;  approves  Credit  Contract  Modification  No.  1  in  the  amount 
of  $3,480.02,  authorizes  an  extension  of  time  for  unavoidable  delays 
of  seven  (7)  calendar  days;  and  authorizes  final  payment  in  the  amount 
of  $4,479.00  to  the  Contractor,  Stacy  and  Witbeck.  Inc. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  FFBRUARY  141989 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAM  FRANCISCO 


RESOLUTION  No.  89  0048 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  WO-1993,  8-Inch  Ductile  Iron  Main 
Installation  in  Fulton  Street  between  Fillmore  Street  and  Franklin  Street, 
as  satisfactorily  completed;  approves  Credit  Contract  Modification  No.  1  in 
the  amount  of  $15,851.00;  and  authorizes  final  payment  in  the  amount  of 
$12,254.50  to  the  Contractor,  Uniacke  Construction,  Inc.  and  Vickers 
Concrete  Sawing,  AJV. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na   89  0043 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  WO-1991,  8-Inch  and  12-Inch  Ductile 
Iron  Main  Installation  in  Clay  Street  between  Kearny  and  Drumm  Streets,  as 
satisfactorily  completed;  approves  Credit  Contract  Modification  No.  1  in 
the  amount  of  $9,330.00;  authorizes  an  extension  of  time  for  unavoidable 
delays  of  22  working  days;  and  authorizes  final  payment  in  the  amount  of 
$21,784.50  to  the  Contractor,  Interlane  General  Engineering  and  P  &  J 
Utility  Co.,  A  Joint  Venture. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  FFRRUARY  141989 


Secretary,  Public  Utiltltes  Commission 


PUBLIC  UTILITIES  COMMISSION 

crrv  AND  coupm-  of  san  Francisco 


RESOLUTION  No.  89~C05Q 


WHEREAS,  An  emergency  condition  has  existed  in  San  Francisco  since 
Wednesday,  February  1.  1989,  at  10:00  a.m.  due  to  a  ruptured  16-inch  cast  iron 
water  main  in  the  intersection  of  Bayshore  Blvd.  and  Oakdale  Avenue;  and 

WHEREAS,  The  above  water  main  break  resulted  in  extensive  damage  to  the 
pavement  and  eroding  of  the  base  and  subbase  materials  causing  the  undermining 
of  a  major  portion  of  the  intersection;  and 

WHEREAS,  The  above  water  main  is  an  important  feeder  main  to  the  area 
providing  both  domestic  and  fire  fighting  capabilities;  and 

WHEREAS,  Emergency  repairs  to  the  water  main  and  pavement  are  necessary 
to  restore  normal  water  supply  to  the  area  and  provide  vehicular  access  to  the 
industrial  area  so  as  not  to  jeopardize  the  health  and  welfare  of  citizens  of 
the  City  and  County  of  San  Francisco;  and 

WHEREAS,  Such  repairs  must  be  made  expeditiously  to  restore  the  water 
distribution  to  the  system  and  safe  unimpeded  vehicular  traffic  to  the  area; 
now,  therefore,  be  it 

RESOLVED.  That  time  being  of  the  essence,  this  Commission  in  accordance 
with  provisions  of  Section  6.30  of  the  Administrative  Code,  hereby  declares 
the  existence  of  an  emergency;  and,  be  it 

FURTHER  RESOLVED,  That  This  Commission  hereby  requests  the  Mayor  to 
recommend  to  the  Board  of  Supervisors  to  approve  the  expenditure  of 
approximately  $115,000  for  which  funds  are  available  in 
32-001-693150-663-01-Wdter  Main  Replacement. 


0019f-3 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    mmm  141989 


>lic  Utilities  ConSniss 


Secretary.  Public  Utilities  Conffnission 


PUBLIC  UTILiriES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  F-aANCISCO 


RESOLUT,ON  NO.  8^-0051 


WHEREAS,  PUC  has  awarded  a  contract  to  Homer  J.  Olsen,   Inc.  to 
construct  a  rail  connection  for  the  Muni  Metro  J-Line;  and 

WHEREAS,  The  rail  connection  will  be  constructed  between  the 
terminus  at  Church  and  30th  Streets  and  the  Muni  Metro  Center  at  San 
Jose  and  Geneva  Avenues;  and 

WHEREAS,  To  minimize  disruption  of  the  community  resulting  from 
construction  projects  scheduled  by  other  City  agencies  in  the  area, 
water  main  replacement  is  included  in  this  contract;  and 

WHEREAS,  The  water  main  replacement  will  be  funded  by  the  Water 
Department,   and  funds  are  available,  now  therefore  be  it 

RESOLVED,  That  the  Commission  hereby  requests  the  Controller  to 
approve  a  revenue  transfer  in  the  amount  of  $1,205,658  from  the 
Water  Department  to  Muni  to  fund  the  main  replacement  work  of  the 
J-Line  contract  MR  801. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of  _      FEBRUARY  141989 


Secretary,  Public  U tiiities  Commissioi 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUMTV  OF  SAN  FRANCISCO 


89-0052 

I,   


WHEREAS,   Under  the  authority  of  Charter  Section  3.501,  the 
General  Manager,  PUC  is  authorized  to  make  Non  Civil  Service 
and  Temporary  appointments  and  removals  therefrom;  and 

WHEREAS,  Such  appointments  and  removals  have  been  ordered 
by  the  General  Manage  r,  PUC;  and 

WHEREAS,  The  General  Manager,   PUC,  has  requested  Commission 
ratification  and  approval  of  such  appointments  and  removals; 
now,   therefore,  be  it 

RESOLVED,  The  Public  Utilities  Commission  does  hereby 
ratify  and  approve  the  Non  Civil  Service  and  Temporary 
appointments  and  removals  as  indicated  on  the  attached 
Temporary  Employment  Activity  Roster  for  the  month  of  December 
1988. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utiiities  Commission 

FEBRUARY  141989 


at  its  meeting  of. 


Secretary,  Public  Utiiities  Commission 


PUBLIC  UTILITIES  COMMISSION 

cm  AND  couNrv  of  san  francisco 


RESOLUTION  NO.    8S  C053 


WHEREAS,   The  Municipal  Railway  desires  to  retain  a 
professional  environmental  management  consulting  firm  to 
identify  work  that  must  be  performed  at  each  Railway 
facility  to  come  into  compliance  with  all  laws  and 
regulations  regarding  the  storage,   use,   disposal  and 
recycling  of  hazardous  materials;  and 

WHEREAS,  Funds  are  available  for  performing  the  work  in  Fund 
Group  31-099-739983;   now,    therefore  be  it 

RESOLVED,    That  this  Commission  authorizes  the  General 
Manager  of  the  Public  Utilities  Commission  to  solicit 
proposals  for  professional  environment  management  consulting 
services  for  identifying  work  that  must  be  performed  at  each 
Railway  facility  to  come  into  compliance  with  all  laws  and 
regulations  regarding  the  storage,   use,   disposal  and 
recycling  of  hazardous  materials;   and  be  it  further 

RESOLVED,   That  the  Commission,   upon  recommendation  from  the 
General  Manager,   Public  Utilities,   will  make  the  final 
consultant  selection . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    EIBRUflRY  141989 


•etary.  Public  Utilities  Commission 


•Secretary, 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  f  RANCISCO 


RESOLUTION  No.   89  0054 


WHEREAS,  The  FY  1988/1989  Operating  Budget  of  the  Commission's 
Bureau  of  Information  Systems  has  $25,237.00  available  in  the 
Professional  Services  Account;  anci 

WHEREAS,  The  Bureau  of  Management  Information  Systems  wishes  to 
increase  permanent  staffing  at  this  time  to  include  one  1876 
position  and  two  1874  positions  to  take  over  the  duties  of  contract 
programmers;  and 

WHEREAS,  Ordinance  #309-88  allows  City  Departments  to  substitute 
professional  services  funds  for  department  positions;  THEREFORE  BE  IT 

RESOLVED,  That  this  Commission  authorizes  the  transfer  of  $25,237.00 
from  BMIS  Operating  Budget  Object  Code  105  to  Object  Code  020  to 
fund  positions  listed  above. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  .f  FEBRUARY  141989 


Secretary.  Public  Utilities  CommisKion 


PUBLIC  UTILITIES  COMMISSION 

crnr  and  county  of  san  francisco 


RESOLUTION  No. 


83-0055 


WHEREAS,   This  Commission  by  its  Resolution  No.   88-0013  approved  the 
execution  of  an  Agreement  between  the  Public  Utilities  Commission  and 
Foster  Engineering  Inc.,   to  provide  professional  consulting  engineering 
services  to  provide  independent  review  of  designs  for  signal  systems 
improvements  and  designs  for  the  fabrication  and  installation  of  a  double 
crossover  at  Castro  Street  Station;  and 


WHEREAS,    It  has  become  apparent  that  the  proposed  design  was  developed 
prior  to  considerations  of  shuttle  service,  which  could  efficiently 
transport  more  people  into  and  out  of  the  downtown  area;  and 

W>IEREAS.  It  is  necessary  to  modify  the  Agreement  in  the  amount  of 
$50,660.00  to  provide  for  a  modification  to  the  rail  design  to  permit 
capability  of  shuttle  service  between  Castro  and  Erabarcadero  Stations;  and 

WHEREAS,   Additional  funds  for  this  modification  are  available  in  Fund 
31-235-706408-601-01,   FMS  Account  No.   900231;   now  therefore  be  it 


RESOLVED,   That  this  Commission  approves  an  extension  of  time  of  629 
calendar  days  to  the  aforementioned  Agreement;   and  be  it  further 

RESOLVED,   That  this  Commission  approves  a  debit  modification  in  the 
amount  of  $50, 660. 00  to  provide  funds  for  the  work  identified  in  Contract 
Modification  No.  1. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

FEBRUARY  141989 


at  its  meeting  of. 


Secretary,  Public  Utilities  Comrmssio 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTV  OF  SAN  FRANCtSCO 


RESOLUTION  Na 


89-0056 


WHEREAS,  The  1988-89  Water  Department  budget  request  Included  partial 
year  funding  for  the  Water  Conservation  Program  to  implement  the  rationing 
requirements  resulting  from  the  second  year  of  the  drought;  and 

WHEEIEAS,  At  this  time  contingency  planning  for  a  third  dry  year 
requires  continuation  of  the  current  Water  Conservation  operations;  and 

WHEREAS,  Funding  is  available  from  water  sales  revenue  In  the  Water 
Department's  operating  budget  to  use  for  this  purpose;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  requests  the  Mayor  to  recommend  to  the 
Board  of  Supervisors  a  supplemental  appropriation  in  the  amount  of  $404,070.00 
to  amend  the  Water  Department's  operating  budget  to  continue  the  Water 
Conservation  Program  for  the  balance  of  fiscal  year  1988-89, 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  FEBf?{JflfiY  1  ^  1989 


Secretary,  Public  Utilitws  Cvmfnfssioi 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  89-0057 


WHEREAS,  The  California  State  Department  of  Water  Resources 
Division  of  Safety  of  Dams  has  requested  that  a  study  be 
undertaken  of  the  structural  stability  of  Priest  Dam;  and 

WHEREAS,  The  expertise  and  services  of  consulting 
engineering  firm(s)  are  required  due  to  the  lack  of  available 
personnel  within  the  Utilities  Engineering  Bureau;  now,  therefore 
be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the 
Utilities  Engineering  Bureau  to  request  proposals,  and  to  select 
and  recommend  to  this  Commission  suitable  consulting  engineering 
firm(s)  to  provide  the  required  engineering  services. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utiiities  Commission 
at  its  meeting  of  FFP'^I'^^V  141989 


Secretary,  Public  Utilities  Commfssioi 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  89  C058 


WHEREAS,  This  Commission  by  its  Resolution  No.  87-0386,  authorized 
the  Manager  of  the  Utilities  Engineering  Bureau  (UEB)  to  request  proposals 
to  perform  a  seismic  study  of  the  Stanford  Heights  Reservoir,  in  San 
Francisco;  and 

WHEREAS,  This  Commission  by  its  Resolution  No.  88-0246  authorized 
the  Utilities  Engineering  Bureau  to  negotiate  and  execute  a  detailed  scope 
of  work  and  an  appropriate  fee  for  a  professional  services  contract  with 
Woodward-Clyde  Consultants  (WC),  for  an  amount  not  to  exceed  $60,000.00; 
and 

WHEREAS,  Negotiation  is  in  process  and  WC's  insurer  limit  of 
coverage  does  not  meet  the  requirement  of  ten  (10)  times  for  Professional 
Liability  Insurance;  and 

WHEREAS,  The  scope  for  the  initial  phases  of  the  agreement  is  to 
review  the  existing  soils  data,  conduct  a  soils  investigation  (including 
determining  the  effectiveness  of  the  piezometer  system),  and  to  assess  the 
seismic  safety  of  the  Stanford  Heights  Reservoir;  and 

WHEREAS,  The  UEB  has  determined  the  risk  to  be  low  because  the 
initial  scope  is  the  study  phases  of  the  work;  and 

WHEREAS,  The  UEB  proposes  to  accept  Woodward-Clyde's  current  limit 
of  coverage  at  four  and  half  (4.5)  times  for  the  initial  phase  and  to 
require  WC's  insurer  to  comply  for  all  future  phases;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorized  the  Manager  of  the 
Utilities  Engineering  Bureau  to  negotiate  and  execute  the  Woodward-Clyde 
Consultant  Agreement  accepting  the  firm's  insurer  to  have  less  than  the  ten 
times  the  limit  of  coverage  (i.e.  4.5  times)  for  the  initial  phases  only. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

FEBRUARY  1  4 1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FHANCISCO 


RESOLUTION  No. 


89-0059 


WHEREAS,  This  Commission,  by  its  Resolution  No.  87-0278, 
adopted  July  14,  1987,  authorized  the  Manager,  Utilities 
Engineering  Bureau  to  negotiate  and  execute  an  agreement  with 
Leedshili-Herkenhof f ,  Inc.  (Consultant)  for  an  amount  of  One 
hundred  and  Ten  Thousand  Dollars  ($110,000)  to  conduct  an 
operational  study  of  the  Lower  Crystal  Springs  Dam;  and 

WHEREAS,  The  City  had  the  right  to  exercise  an  option  to 
study  and  design  additional  safety  measures  recommended  by  the 
operational  study;  and 

WHEREAS,  The  Consultant  and  Division  of  Safety  of  Dcims  have 
determined  from  the  study  that  the  abutments  of  the  Lower  Crystal 
Springs  Dam  need  to  be  protected;  and 

WHEREAS,  The    City  now  wishes  to    exercise  its    option  and 

amend  the  existing  agreement  to  prepare  plans  and  specifications 

to  protect  the  abutments  of  the  Lower  Crystal  Springs  Dam;  and, 
therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes,  the 
Manager,  Utilities  Engineering  Bureau  to  negotiate  and  execute 
Amendment  No.  2  in  the  amount  not  to  exceed  $230,000  to  design 
protection  for  the  abutments  of  the  Lower  Crystal  Springs  Dam. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of   FEBRUARY  1 4  1989 


Secretary,  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-OOBO 


WHEREAS,   The  Department  of  Public  Works  of  the  City  and 
County  of  San  Francisco,   is  proposing  to  vacate  a  portion  of 
Crescent  Avenue,  westerly  of  Alemany  Boulevard  and  has  offered 
to  exchange  that  certain  portion  of  vacated  Crescent  Avenue  for 
certain  portions  of  Water  Department's  Parcel  35  and  36,  San 
Francisco  County  Lands  according  to  San  Francisco  Water 
Department  records, and  shown  on  Water  Department  Drawing  No. 
B-4537,  and 

WHEREAS,   The  Department  of  City  Planning  has  reported 
the  proposed  vacation  is  in  conformity  with  the  Master  Plan,  and 

WHEREAS,   The  Water  Department  has  reviewed  the  proposed 
exchange  and  concurs  that  said  exchange  to  be  in  the  best 
interest  of  City;   now,   therefore  be  it 

RESOLVED,   That  the  Commission  authorized  the  Director 
of  Property  to  proceed  with  the  jurisdictional   land  exchange  and 
to  prepare  necessary  submittal  to  the  Mayor  for  approval . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  nf  PEBRUARY    1  4  1989  [  


Secrefarv.  Public  UtiUtiy-i,  (  omnQssion 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,   The  Department  of  Public  Works  of  the  City  and 
County  of  San  Francisco,   is  proposing  to  vacate  a  portion  of 
Crescent  Avenue,  westerly  of  Alemany  Boulevard  and  has  offered 
to  exchange  that  certain  portion  of  vacated  Crescent  Avenue  for 
certain  portions  of  Water  Department's  Parcel  35  and  36,  San 
Francisco  County  Lands  according  to  San  Francisco  Water 
Department  records, and  shown  on  Water  Department  Drawing  No. 
B-4537,  and 

WHEREAS,  The  Department  of  City  Planning  has  reported 
the  proposed  vacation  is  in  conformity  with  the  Master  Plan,  and 

WHEREAS,   The  Water  Department  has  reviewed  the  proposed 
exchange  and  concurs  that  said  exchange  to  be  in  the  best 
interest  of  City;  now,   therefore  be  it 

RESOLVED,   That  the  Commission  authorized  the  Director 
of  Property  to  proceed  with  the  jurisdictional  land  exchange  and 
to  prepare  necessary  submittal  to  the  Mayor  for  approval. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  £LBRUARY  141989  


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na 


89-0061 


WHEREAS,  The  PUC'S  Bureau  of  Management  Information  Systems  has 
agreed  to  implement  a  Water/Sewer  Billing  and  Customer  Information 
System;  and 

VJHEREAS,  The  Bureau  of  Management  Information  Systems  needs  to  make 
enhancements  to  said  system;  and 

WHEREAS,   Infomanage  Inc.   has  proven  expertise  in  said  system;  and 

WHEREAS,   Infomanage  Inc.  has  proven  ability  and  technical  expertise 
in  on-line,   real  time  programming  using  IDMS  technology;  and 

WHEREAS,  Funding  of  $70,000  is  available  in  Object  105  (professional 
services)   of  the  BMIS  Operating  Budget;   NOW  THEREFORE,   BE  IT 

RESOLVED,  That  this  Commission  authorizes  the  General  Manager  of  the 
PUC  to  enter  into  a  contract  modification  with  Infomanage,   Inc.  for 
technical  consulting  for  a  period  not  to  exceed  12  months  and 
$70,000. 


/  hereby  certify  that  the  foregoing  resolution  tvas  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

FPRBIIflRY  1  4  1989  


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  89-0062 


WHEREAS,   Hetchy-Hetchy ' s  budget  estimates  for  fiscal  year  1989/90 
include  $150,000  for  the  first  phase  of  a  study  to  municipalize  PG&E 
facilities  in  San  Francisco; 

WHEREAS,  In  accordance  with  the  instructions  from  the  Mayor's 
Office  and  the  Controller  all  departmental  budget  requests  must  be 
approved  by  the  CAO  or  Commission;  now,   therefore  be  it 

RESOLVED.  That  this  Commission  hereby  approves  the  department's 
budget  request  for  the  study  to  municipalize  PG&E  facilities;  and  be  it 

FURTHER  RESOLVED,   That  this  budget  estimate  be  filed  with  the 
Controller   in  accordance  with  the  provisions  of  Charter  Section  6.200. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of    FJBRUMY  141989 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  89''~OOKn 


RESOLVED.  That  the  budget  estimates  for  fiscal  year  

1989/90  as  prepared  by  the  General  Manager  of  Public  Utilities 
in  accordance  with  the  instructions  from  the  Mayor's  Office  and 
the  Controller  and  on  file  with  the  Administrative  Secretary. 
Public  Utilities  Commission,   and  pursuant  to  Public  Hearing, 
are  hereby  approved  for  the  following  amounts: 

Hetch  Hetchy  66.404,083 

Bureau  of  Light,   Heat  and  Power  41,136.893 

Water  Department  65,038,618 

Public  Utilities  Commission  28.992,039 

RESOLVED,   That  this  Commission  approves  the  departments' 
baseline  budget  requests  and  Hetch-Hetchy ' s ,   Bureau  of  Light, 
Heat  and  Power, and  the  Water  Department's  prioritized  budget 
additions  as  described   in  the  addendum  to  the  Budget  Request 
Summary;   and  be  it 

FURTHER  RESOLVED,   That  the  General  Manager  of  Public 
Utilities   is  authorized  to  make  technical  adjustments  as  may  be 
necessary;   and  be  it 

FURTHER  RESOLVED,   That  the  General  Manager  of  Public 
Utilities   is  authorized  to  adjust  salaries  in  accordance  with 
amendments  to  the  Annual  Salary  Ordinance  and  mandatory  fringe 
benefits   in  accordance  with  the  Controller's   instructions;  and 
be  it 

FURTHER  RESOLVED.   That  the  budget  estimates  be  filed  with 
the  Controller  in  accordance  with  the  provisions  of  Charter 
Section  6.200. 


5227B 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   FEBRUARY  141989  


PUBLIC  UTILITIES  COMMISSION 

CJTV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No. 

89-0064 


WHKRKAS,  The  Water  Department  Capital  Improvement  Program  proposes 
capital  improvement  and  facilities  maintenance  priorities  for  funding  in 
the  1989-90  budget;  and 

WHEREAS,  The  Department  in  conjunction  with  the  Utilities 
Engineering  Bureau  and  Bureau  of  Finance,  has  assessed  the  scope,  cost 
estimate  and  schedule  for  proposed  capital  improvements  needed  for  the 
reliable  operation  of  San  Francisco's  water  facilities  over  the  next  six 
years;  and 

WHEREAS,  Funding  for  the  planned  capital  investment  will  be 
available  from  water  rates;  now  THEREFORE,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  adopts  the  Water 
Department  Capital  Improvement  Program,   1989-90  through  1994-95  as 
recommended  by  the  General  Manager. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  FEBRUARY    141989  \  


Secretary,  Public  Utilities  Comrmssion 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTrON  No.   8^  OOBo 


WHEREAS,  The  Hetch  Hetchy  Capital  Improvement  Program  proposes 
capital  improvement  and  facilities  maintenance  priorities  for  funding  in 
the  1989-90  budget;  and 

WHEREAS,  The  Department,   in  conjunction  with  the  Utilities 
Engineering  Bureau  and  Bureau  of  Finance,  has  assessed  the  scope,  cost 
estimate  and  schedule  of  proposed  capital  improvements  needed  for  the 
reliable  operation  of  San  Francisco's  power  generation  and  water  storage 
facilities  over  the  next  six  years;  and 

WHEREAS,   Funding  for  the  planned  capital  investments  will  be 
available  from  revenues  generated  by  the  Hetch  Hetchy  project;  now, 
therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  adopts  the  Hetch 
Hetchy  Capital  Improvement  Program,  1989-90  through  1994-95  recommended 
by  the  General  Manager. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  FEBRUARY    1  4j989 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

arv  AND  COUNTY  OF  SAN  FRANCISCO 

89-OOGG 

RESOLUTION  No.   


WHEREAS,  The  Mayor's  budget  instructions  requested  that  the 
Commission  vote  to  approve:     (1)  a  1989/90  baseline  budget  that  includes 
only  those  costs  incurred  in  1988/89,  adjusted  for  inflation;  (2)  a 
prioritized  list  of  additional  items  the  Muni  needs;  and  3)  a  prioritized 
list  of  ways  costs  can  be  reduced  and  revenues  increased;  and 

WHEREAS.  The  Municipal  Railway  and  Finance  Bureau  have  jointly 
developed  the  requested  documents,  working  In  conjunction  with  the 
Mayor's  budget  staff;  now,  therefore,  be  it 

RESOLVED,  That  the  PUC  approves  the  1989/90  Municipal  Railway 
baseline  budget  of  $245.8  million  as  submitted,  along  with  the 
prioritized  lists  of  additional  needs  and  of  ways  that  costs  can  be 
reduced  and  revenues  increased;  and,  be  it 

FURTHER  RESOLVED.  That  the  PUC  recognizes  that  the  first  16  items 
of  the  prioritized  list  of  additional  needs  totaling  $5.19  million 
including  $800,000  to  bring  the  platform  service  up  to  the  99%  level  are 
critically  important  and  should  be  incorporated  into  the  final  1989/90 
budget,  even  though  it  means  reducing  the  baseline. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of          FEBRUARY  1  4  m 


Secretary,  Public  Utilities  Commission 


048'lm 


MINUTES 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,  City  Hall 
2:00  P.M. 
February  28,  1989 

COMMISSIONERS 
Rodel  E.  Rod is,  President 
Sherri  Chiesa,  Vice  President 


H .   Welton  Flynn 


Arthur  V.  Toupin 


Gordon  Chin 


DEPARTMENTS 


BUREAUS 


Hetch  Hetchy  Project 


Claims  and  Contracts 


Municipal  Railway 


Energy  Conservation 


Water  Department 


Engineering  and 
Construction  Management 


Financial  Management  and 
Performance  Monitoring 


Information  Systems 


Personnel  and  Training 


Dean  W.  Coffey 


GENERAL  MANAGER 


Romaine  A.  Boldridge 


SECRETARY 


89-033 


Call  to  Order:     2:05  P.m. 


Present:       Vice _ President  Sherri  Chiesa,  Commissioner  Arthur  V 
ioupin.  Commissioner  Gordon  Chin 

Excused:  President  Rodel  E.  Rodis,  Commissioner  H.  Welton  Flynn 
Vice  President  Sherri  Chiesa  presided. 

On  motion  of  Toupin  seconded  by  Chin,  the  Minutes  of  the  special 
Tn'i9l9°wernpp^LL^"'  ^^""^  °^  ^^^--^ 

th^^ubiL^Stin^^^s^c^Liss^^;;! "'''^^  °^  °^ 


RESOLUTION 
NO. 


******** 


89-0067  BLHP 


On  motion  of  Toupin,  seconded  by  Chin,  the  followinq 
resolution  was  adopted: 

Approving  collections  for  the  months  of  October, 
November  and  December  1988  of  charges  for  damages 
which  the  Bureau  of  Light,   Heat  and  Power  has  against 
miscellaneous  debtors  in  the  amount  of  ^2, 436. 97  and 
three  write-off  debts  in  the  amount  of  $8,478.16. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


89-0068 


MR 


On  motion  of  Toupin,  seconded  by  chin,  the  followinq 
resolution  was  adopted: 

Approving  contract  modification  in  the  amount  of 

M  ^'Mn^oon  "^^^P^  increases  Municipal  Railway  Contract 
No.  MR-990,  Cable  Car  System  -  Crowd  Control  at 
Terminals  to  ^75,684.00  and  an  extension  of  time  of 
bU  calendar  days  to  the  contract  term. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


89-0069 


MR 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Approving  a  no-cost  modification  to  Municipal  Railway 
Contract  No.   MR-970,   Presidio  Facility  -  Modification 
to  Room  150  and  an  extension  of  time  of  474  calendar 
days  to  the  contract  term. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


89-034 


89-0070  GM 


Toupin,   seconded  by  Chin,   the  following 
resolution  was  adopted:  --.v^wj.iiy 

Approving  PDC  Bureaus'  prioritized  lists  of  additions 

w?^h'fh^''M'°''^^'''  ^^^""^^  1989-90  in  accordance 

with  the  Mayor's  instructions;  and  directing  that 
these  budget  estimates  be  filed  with  the  Controller 
in^accordance  with  the  provisions  of  Charter  Section 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0071        WD      Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  supplemental  appropriation  in  the 
amount  of  $3,000,000  for  the  purchase  of  water. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0072         WD       Authorizing  the  General  Manager  of  the  San  Francisco 
Water  Department  to  give  consent  to  San  Mateo  County 
Waterworks  District  #3  to  add  a  proposed  subdivision. 
Belle  Roche  Estates,  to  their  individual  water  supply 
contract  dated  May  22,   1984  as  a  service  outside 
their  service  area. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0073         HH       Declaring  that  an  emergency  exists  in  accordance  with 
San  Francisco  Administrative  Code  Sections  6.30  and 
21.25  m  order  to  meet  Federal  Energy  Regulatory 
Commission  (FERC)  dam  safety  requirements  for  the 
Moccasin  Dam  Spillway. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

MR       Accepting  gift  of  vintage  trolley  car  from  Railway 
Corporate  Assembly,   estimated  value  $2,500.00,  and 
authorizing  General  Manager  of  Municipal  Railway  to 
execute  all  documents  appropriate  for  transfer  of 
title  and  to  report,  pursuant  to  Administrative  Code 
Section  10.116-2,   the  receipt  of  such  gift  to  the 
Purchaser  of  Supplies. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


89-035 


On  motion  of  Chin,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

Recommending  to  the  Board  of  Supervisors  acceptance 
of  the  gift  of  nine  electric  motors  from  the  Everson 
Electric  Company,  estimated  value  $9,000,00. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

Recommending  to  the  Board  of  Supervisors  acceptance 
of  the  gift  of  Sacramento-Clay  Cable  Car  No.   19  from 
Pacific  Coast  Chapter  of  the  Railway  and  Locomotive 
Historical  Society,  estimated  value  in  excess  of 
$100,000.00,   and  granting  them  the  first  right  of 
refusal  should  the  Municipal  Railway  choose  to  scrap 
or  loan  the  car  at  any  time. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Recommending  Caltrans  submit  an  application  to  the 
California  Public  Utilities  Commission   (CPUC)  for 
their  approval  of  the  Fare  Reform  Proposal  and  upon 
approval  by  CPUC,   the  CalTrain  Fare  Reform  Proposal 
be  implemented  in  the  Spring  of  1989. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  supplemental  appropriation  in  the 
amount  of  $350,000.00  for  platform  salaries  and 
training  costs  to  be  funded  from  any  legally 
available  source. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Delegating  to  General  Manager  of  Public  Utilities  or 
his  designee  the  responsibili ty  for  holding  any 
hearings  required  under  the  Subcontracting  Fair 
Practices  Act;    if  the  hearing  officer  recommends 
approval  of  a  substitution  or  invoking  an  option  for 


89-036 


violation  of  the  Act  under  Section  4110,    the  hearing 
officer  shall  submit  said  recommendation  alonq  with 
report  explaining  the  reasons  for  the  recommendation 
to  the  Commission  for  final  approval. 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Toupin,  the  foUowinq 
resolution  was  adopted: 

89-0080        BPT    Adopting  a  statement  of  policy  which  addresses 

non-discrimination  in  employment  on  the  basis  of 
Acquired  Immune  Deficiency  Syndrome  (AIDS),  Acquired 
Immune  Deficiency  Syndrome  Related  Complex  (ARC)  and 
Human  Immuno-Def iciency  Virus  Infection  (HIV 
thereto^"*  medical  signs  or  symptoms  related 

VOTE:     Ayes  -  Chiesa,  Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 


******** 


Report  of  the  General  Manager 

Mr.   Dean  Coffey,  General  Manager  of  Public  Utilities,   commented  on 
the  Mission  Valley  Rock  lease  that  had  been  contested  by  Attorney 
Steven  Bley       Mr.   Coffey  stated  that  the  taxpayer  suit  subsequently 
filed  was  thrown  out  of  court  and  he  asked  Ms.  Rohrer  to  comment  on 
the  opinion  rendered. 

MS.  Deborah  Rohrer,  Manager,  Claims  &  Contracts,  stated  that  a 
taxpayer  suit  was  filed,  charging  that  the  Commission  had  breached 
the  Charter  by  not  going  out  to  bid  in  its  lease  with  Mission  Valley 
Rock,    (the  lease  had  been  entered  into  as  part  of  a  settlement  of  a 
law  suit),   and  that  the  Commission  was  liable  for  wasting  City 
property.     She  said  the  complaint  was  thrown  out  on  demurrer  without 
leave  to  amend  and  that  the  City  had  an  opinion  in  the  Court  of 
Appeal,   First  Appellate  District,   affirming  that  judgment.  Ms 
Rohrer  said  that  the  case  had  been  completely  dismissed  and  she 

ho^H^fhJ^f^^  r^"^-   ^-   f^^ther  appeal.     she  said  the  Court  clearly 
held  that  the  Commission  has  complete  discretion,   both  under  the 
Charter  and  under   its  own  policy,   to  decide  not  to  competively  bid  a 
lease  if  that  is  appropriate.     The  Court  also  found  that  there  was  no 
evidence  of  unconscionable  waste. 


******** 


Resolution  No.   89-0070  —  Approving  PUC  Bureaus'   prioritized  lists  of 
additions  and  reductions  for  fiscal  year  1989-90  in  accordance  with 
the  Mayor 's  instructions. 

Mr.   Dean  Coffey  requested  Commission  approval  of  the  prioritized 
lists  to  meet  the  Mayor's  request  for  5-10%  reductions  and 
prioritization  of  additions  to  the  budget  previously  adopted  bv  the 
Commission.  t-  j 
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npvh  vf^?"!       ""^^"^  inquired  as  to  what  impact  this  would  have  on 
next  year's  operations.     Mr.   Coffey  replied  that  he  could  not  make 
any  predictions  at  this  time,   but  if  it  goes  to  10%  it  would  have  a 
tremendous  impact  on  the  operations  of  the  Municipal  RaUway  He 
said  he  would  update  the  Commission  as  negotiations  progressed. 

On  motion  of  Commissioner  Toupin,   seconded  by  Commissioner  Lee, 
Resolution  No.  89-0070  was  adopted. 


******** 


Resolution  No.   89-0071  -  Requesting  the  Mayor  to  recommend  to  the 

I3  000  OOoTrih°"  ^  supplemental  Appropriation  in  the  amount  of 
^J,uuu,UOO  for  the  purchase  of  water. 

Mr.  Arthur  Jensen,  Deputy  General  Manager,  Operations  &  Maintenance 
San  Francisco  water  Department,   reported  that  the  department  has  been 
and  ^^'J^'  additional  sources  of  water  supply  to  put  into  our  lystim 
and  is  asking  for  funds  to  purchase  water.     He  said  the  water 
rationing  plan  passed  by  the  Commission  in  May  of  1988  was  designed 
to  provide  a  one-year  carryover  storage  to  July  1989      we  will 
succeed  in  doing  that,  but  if  1989  and  1990  are  dry,   it  will  not  be 
possible  to  meet  the  July  1990  objective  without  rationing  an 
excessive  35%  and/or  the  purchase  of  additional  water  The 
department  is  having  discussions  with  the  Metropolitan  Water,  Modesto 
and  Turlock  Irrigation  Districts,  Yuba  County  and  other  agLcies  af 
possible  sources. 

President  Chiesa  asked  if  purchasing  water  would  keep  rationing  at 
Innurly^tir  ^""^  rationing.     Mr.  Jensen  replied  that  staff  would  like 
to  purchase  enough  water  so  we  wouldn't  have  to  ration  more  than  25%, 
and  that  this  would  not  end  rationing. 

Commissioner  Toupin  inquired  about  our  ability  to  acquire  additional 
water.     Mr.  Jensen  replied  that  we  are  limited  by  the  ways  in  which 
we  can  get  other  people's  water   into  our  system.     One  possible 
connection  could  supply  up  to  20,000  or  30,000  acre  feet  on  an  annual 
basis. _   It  is  easier  to  get  Modesto  and  Turlock  Irrigation  Districts 
Tr^^l  ^J!*""  system  because  it  starts  in  our  system.     In  terms  of 

price,  he  said  he  expected  to  see  price  fixed  to  cost  of  the  water 
an^acre^foot  '^^^^^^^''^  locations,   which  could  range  from  $10  to  $250 

Commissioner  Toupin  asked,   if  we  were  successful  in  finding  a  source 
of  supply,  what  would  be  the  maximum  amount  of  water  we  could  buy  and 
actually  use?     Mr.   Jensen  replied  that  if  this  year  and  next  year  are 

^i'-^'-''^}}^^''^         "^^^  ^^""^  year's  carryover  storage  this  July 

that  will  be  gone  next  July.     Enough  water  couldn't  be  conserved  to 
get  through  another  year  so  we  would  be  purchasing  a  rationed  year's 
amount  of  water,  which  could  be  200,000  to  245,000  acre  feet 
depending  upon  the  level  of  rationing.  ' 

Commissioner  Toupin  asked  if  it  would  be  possible  for  us  to  assist 
Modesto  and  Turlock  in  acquiring  water  from  some  other  source  so 
their  supply  could  be  used  in  our  system?     Mr.  Coffey  replied  that  it 
would  be  extremely  difficult  due  to  their  geographical  location.  The 
only  other  possible  diversion  could  be  the  Oakdale  Irrigation 
District  and  they  do  not  have  the  capacity  for  transmission 
Building  transmission  facilities  would  have  time  constraints  Mr 
Coffey  requested  that  the  funds  be  made  available  for  seriously 
pursuing  negotiations. 

On  motion  of  Commissioner  Toupin,   seconded  by  Commissioner  Chin 
Resolution  No.   89-0071  was  adopted.  ' 


******** 
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Resolution  No.   89-0073  -  Declaring  that  an  emergency  exists  in 
accordance  with  San  Francisco  Administration  Code  Sections  6.30  and 
21.25   in  order  to  meet  Federal  Energy  Regulatory  Commission  (FERC) 
dam  safety  requirements  for  the  Moccasin  Dam  Spillway. 

Mr.   Anson  Moran,  General  Manager,   Hetch  Hetchy  Water  &  Power,  stated 
that  while  the  Moccasin  dam  was  constructed  to  safety  standards 
appropriate  to  the  1920's,   the  standards  have  changed  and  the 
facility  is  no  longer  up  to  currently  accepted  safety  practices 
The  spillway  is  designed  to  take  water  around  instead  of  over  the 
dam  under  flood  conditions.     Earthen  dams  cannot  tolerate  having 
water  going  over  the  top.     They  tend  to  wash  away.     So  the  capacity 
of  the  spillway  is  important.     He  said  it  is  standard  for  spillways 
to  be  able  to  handle  a  maximum  probable  flood,  which  in  this  case 
would  calculate  out  to  about  1500  cubic  feet  per  second.  The 
spillway  that  is  there  has  a  capacity  of  about  911  cubic  feet  per 
second  so  it  needs  to  be  expanded. 

Mr.  Moran  said  we  have  been  pursuing  this  with  the  Federal  Energy 
Regulatory  Commission  (FERC)   in  doing  the  design  and  environmental 
work,   and  the  hydologic  physical  modeling,  to  make  sure  that  the 
spillway  would  perform  as  anticipated  and  necessary.     Our  request  to 
FERC  for  an  extension  of  time  beyond  the  May  31st  deadline  to 
complete  the  project  has  been  denied.     Being  classified  as  a  Class  1 
Hazard  with  a  potential  of  endangering  lives,  he  pointed  out  that  we 
need  to  proceed  at  once  to  complete  the  project. 

Commissioner  Toupin  moved  and  Commissioner  Chin  seconded  approval 
Resolution  No.   89-0073  was  adopted. 


******** 


Resolution  No.   89-0077  —  Recommending  Caltrans  submit  an 
application  to  the  California  Public  Utilities  Commission  (CPUC)  for 
runn"^  f?^'^^^?^  °?  ^^^^  Reform  Proposal  and  upon  approval  by 

f  1989  ^^^^  Reform  Proposal  be  implemented  in  the  Spring 


Mr.  Peter  Straus,  Director  of  Service  Planning,  San  Francisco 
Municipal  Railway,   reported  that  in  1980  San  Francisco  entered  into 
a  cooperative  agreement  with  the  counties  of  San  Mateo  and  Santa 
Clara,   the  State  Department  of  Transportaion  and  Southern  Pacific, 
to  provide  for  the  continuance  of  the  peninsula  rail  service.  The 
rail  service  has  continued  with  a  subsidy  from  all  of  the  public 
agencies  over  the  last  10  years.     He  said  a  Fare  Reform  Proposal  has 
been  developed  by  CalTrain  staff  and  Mr.  Erick  Schatmeier,  Director 
of  Planning  and  Marketing  for  Caltrain  was  here  to  describe  the 
proposal . 

Mr.   Schatmeier  described  the  new  fare  structure  and  reform 
proposal.     He  said  this  resulted  from  a  year-long  consultant  study, 
staff  research  involving  the  three  counties  and  public  hearings,  one 
of  which  was  held  in  San  Francisco.     Under  the  proposal,   some  fares 
would  increase  and  some  decrease.     Systemwide  revenue  will  increase 
by  $250,000  per  year.     He  said  San  Francisco  would  share  in  that 
increase  by  decreasing  its  subsidy  to  the  system. 

On  motion  of  Commission  Toupin,   seconded  by  Commissioner  Chin, 
Resolution  No.  89-0077  was  adopted. 


******** 
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Item  19  --  Adopting  the  Public  Utilities  Commission  Affirmative 
Action  Plan. 

Ms     Andrea  Gourdine,  Manager,   Bureau  of  Personnel  &  Training,  stated 
that  the  employment  process  in  the  City  is  divided  between  the  Civil 
Service  Commission  and  the  department.     Civil  Service  has  a  plan 
covering  recruitment  and  testing  while  the  department's  plan 
emphasizes  the  selection  process.     92%  of  our  positions  are  filled  on 
a  permanent  basis  and  5%  are  temporary,  primarily  transit  operators 
She  said  selection  is  largely  dependent  upon  turnover  The 
possibility  of  budget  cuts  limits  staff's  ability  to  make  affirmative 
action  gains  so  the  plan  goals  are  modest.     PUC  as  a  whole,  has  no 
adverse  impact  on  any  minority,   the  only  exception  being  women, 
partly  because  of  the  nature  of  the  transit  and  utility  business 
She  said  that  Federal  Contract  Compliance  doesn't  require  us  to 
develop  goals  unless  we  are  below  80%  of  target  and  we  have  adverse 
impact.     Looking  at  Federal  Equal  Employment  Opportunity  iob 
categories,  PUC  has  some  disparity. 

In  her  comments,  Ms.  Gourdine  stressed  that  the  department  should 
develop  and  sustain  a  better  working  relationship  with  the  Civil 
Service  Commission  on  a  coordinated  basis,  paticularly  in  recruitment 
and  testing,  and  that  staff  can  do  a  better  job  by  monitoring  the 
employment  process  and  keeping  managers  aware  of  the  goals  and 
objects . 

Commissioner  Chin  asked  whether  there  had  been  meetings  and  community 
input  in  the  preparation  of  the  plan.     Ms.  Gourdine  responded  that 
community  groups  and  agencies  had  seen  the  basic  plan  but  not  the 
updates.     Commissioner  Chin  said  he  would  like  to  see  more  formal 
input  by  minority  organizations,  women,  and  the  unions,  particularly 
regarding  the  Municipal  Railway.     He  requested  that  no  action  be 
taken  at  this  time.     On  motion  of  Commissioner  Chin,   seconded  by 
Commissioner  Toupin,   the  matter  was  continued. 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:10  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 


CITY  ANO  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na 


S9-00B7 


RESOLVED,  That  this  Commission  hereby  approves 


collections  for  the  months  of  October,  November  and  December 
1988,  of  charges  for  damages  against  miscellaneous  debtors. 
Bureau  of  Light,  Heat,   and  Power,   in  the  amount  of  $2,436.97 
and  three  write-off  debts  in  the  amount  of  $8,478.16. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


Secre 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUt^TY  OF  SAN  FRANCISCO 


RESOLUTION  No.  _ 

S9-0068 

WHEREAS ,   This  contract  modif icat ion  represents  a  change  to 
Municipal  Railway  Contract  No.  MR-990  which  is  required  due  to  field 
conditions  and  to  accommodate  changes  requested  by  the  National  Park 
Service;   now  therefore  be  it 

RESOLVED.   That  this  Commission  approve  a  Debit  Modification  to 
provide  funds   in  the  amount  of  $13,315.00  for  additional  work  as  set 
forth  in  Contract  Modification  No , 1  to  Municipal  Railway  Contract 
No.   MR-990,   Cable  Car  System  -  Crowd  Control  at  Terminals  which  is 
to  be  funded  under  Fund  Group  31-189-709063-606-04.   FMS  Account  No. 
920641;   and  be  it  further 

RESOLVED.   That  this  Commission  hereby  approves  an  extension  of 
time  of  sixty  calendar  days  to  the  contract  terra  in  order  to 
accomplish  said  work. 


7  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of   FEBRUARY   2  6  198; 


Secri'tary,  Public  Ottlitics  Co^mis 


PUBLIC  UTILITIES  COMMISSION 


Cmr  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  S3'*'0063 


WHEREAS.   This  contract  modification  represents  changes  to 
Municipal  Railway  Contract  No.  MR-970.  which  were  required  due  to 
permit  processing  delays  and  various  design  changes;   now  therefore 
be  it 

RESOLVED.  That  this  Commission  approves  a  no-cost  Modification 
to  the  contract  to  provide  for  additional  work  as  set  forth  in 
Contract  Modification  No.   2  to  Municipal  Railway  Contract  No. 
MR-970.   Presidio  Facility  -  Modification  to  Room  ISO;   and  be  it 
further 

RESOLVED.   That  this  Commission  hereby  approves  an  extension  of 
time  of  474  calendar  days  to  the  contract  term  in  order  to 
accomplish  said  work. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


FEBRUARY  2  8  19i 


Secretary,  J'ubiic  Utiiities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  S9-0Q70 


Whereas,  On  February  14.  1989  the  Public  Utilities  Commission  through 
Resolution  89-0063  adopted  the  PUC  Bureaus  baseline  budget  request  for  Fiscal 
1989/90;  and 

Whereas,  The  Mayor  has  requested  that  General  Fund  supported  departments 
submit  a  prioritized  lists  of  additions  and  reductions  to  the  budget  for 
Fiscal  1989/90;  now  therefore  be  it 

Resolved,  That  this  Commlslson  hereby  approves  the  PUC  Bureaus  prioritized 
lists  of  additions  and  reductions  for  Fiscal  1989/90  in  accordance  with  the 
Mayor's  instructions;  and  be  it 

Further  Resolved,  That  these  budget  estimates  be  filed  with  the  Controller  in 
accordance  with  the  provisions  of  the  Charter  Section  6.200. 


5426b 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  FFRRdflRY    2  8  IPfiQ 


Secre ta ry.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  SS'^00*71- 


WHEREAS,  The  water  rationing  plans  for  the  City  are  designed 
to  assure  a  one  (1)  year  supply  of  water  in  storage  at  the 
end  of  each  year  even  if  the  following  year  is  dry;  and 

WHEREAS,  The  1988-89  25%  rationing  plan  will  successfully 
reach      that  objective;  and 

WHEREAS,   If  1989  turns  out  to  be  dry,  a  1989-90  rationing 
plan  will  require  up  to  35%  conservation  and/or  the  purchase 
of  additional  water  supplies;  and 

WHEREAS,  It  is  clear  that  a  rationing  plan  of  35%  or  greater 
would  result  in  severe  hardship;  and 

WHEREAS,  The  City  has  been  seeking  additional  sources  of 
water  since  last  summer ;  and 

WHEREAS,   It  appear  that  offers  for  the  sale  of  supplemental 
water  may  be  forthcoming;  and 

WHEREAS,  Negotiations  for  the  sale  of  water  move  quickly, 
and  the  City's  negotiators  need  the  perceived  ability  to 
deliver  on  their  commitments;  and 

WHEREAS,   Costs  for  any  water  purchases  will  be  allocated 
between  Suburban  and  City  rate  payers;  and 

WHEREAS,   Any  contracts  for  purchase  would  come  before  the 
Commission  for  approval,  now;  therefore  be  it 

RESOLVED,   That  the  Public  Utilities  Commission  request  the 
Mayor  to  recommend  to  the  Board  of  Supervisors  a 
Supplemental  Appropriation  for  the  purchased  of  water  of 
$3,000,000  from  unappropriated  Water  Department  revenues  or 
fund  balances. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


Secretary,  Public  Utilities  Commission 


at  its  meeting  of 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COVNTf  Of  SAN  FRANCISCO 

RESOLUTION  No.  S9~"00*7^ 


WHEREAS,  The  developer  of  a  proposed  subdivision.  Belle  Roche  Estates, 
has  requested  water  service  for  the  development  from  San  Mateo  County 
Waterworks  District  No.  3  (Palomar  Park);  and 

WHEREAS,  The  location  of  the  proposed  subdivision  is  in  an  area 
contiguous  to,  but  outside  Palomar  Park's  service  area  and  in  the  service  area 
of  Redwood  City;  and 

WHEREAS,  This  request  is  agreed  upon  by  both  water  agencies;  and 

WHEREAS.  Both  water  agencies  are  supplied  by  the  San  Francisco  Water 
Department  and  the  change  would  not  create  any  changes  to  the  Supply  Assurance 
for  any  of  the  suburban  purchasers;  now.  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorize  the  General  Manager  of 
the  Water  Department  to  give  consent  to  San  Mateo  County  Waterworks  District 
No.  3  to  add  this  service  to  their  individual  water  supply  contract  dated  May 
22,  1984  as  a  service  outside  their  service  area. 


0334L-22 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    FFRRllftRY   2  81989 


.^Secretary,  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  _  S9-0073 


WHEREAS,  The  Federal  Energy  Regulatory  Commission  has  mandated, 
for  reasons  of  public  safety,  that  an  auxiliary  spillway  be 
constructed  adjacent  to  Moccasin  Dam;  and 

WHEREAS,  The  Federal  Energy  Regulatory  Commission  has 
mandated  that  the  spillway  must  be  operational  as  of  Hay  31 , 
1989,  or  the  City  and  County  of  San  Francisco  will  be  subject  to 
the  enforcement  and  penalty  provisions  of  the  Federal  Power  Act; 
and 

WHEREAS,  The  required  construction  cannot  be  completed 
before  May  31,   1989,  using  standard  contracting  procedures;  and 

WHEREAS,  The  Federal  Energy  Regulatory  Commission  has 
denied  a  request  for  extension  of  the  deadline;  now,  therefore, 
be  it 

RESOLVED,  That  time  being  of  the  essence,  the  Commission, 
in  accordance  with  the  provisions  of  Sections  21.25  and  6.30  of  the 
Administrative  Code  of  the  City  and  County  of  San  Francisco,  hereby 
finds  and  declares  the  existence  of  an  emergency  and  directs  the 
General  Manager  of  Public  Utilities  to  effect  such  emergency  work  in 
the  most  expeditious  manner  subject  to  the  receipt  of  required 
regulatory  approvals;  and,  be  it  further 

RESOLVED,  That  the  Controller  is  hereby  requested  to 
approve  the  transfer  and  use  of  funds  in  the  amount  of 
$1,988,000  from  the  existing  project  budget  in  FAMIS  Account 
#786810  (Fund  3-001,  Project  810-01,  Index  Code  715003)  to  provide 
for  said  emergency  work;  and,  be  it  further 

RESOLVED,  That  in  accordance  with  Section  6.30  of  the 
Administrative  Code,  the  Board  of  Supervisors  is  hereby  requested  to 
approve  the  funding  of  said  expenditure  since  the  anticipated  cost  of 
the  emergency  work  exceeds  $25,000. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    FEBRUARY  2  8  1989 


Secrelarx,  Public  Utilities  Comrnission 


PUBLIC  UTILITIES  COMMISSION 


Cmr  AND  COUNTY  OF  SAN  FHANCISCO 


RESOLUTION  Na 


WHEREAS,   the  Railway  Corporate  Assembly 
of  Japan  owns  and  holds  title  to  an  historic 
vintage  trolley  car  that  operated  in  Osaka,  Japan, 
for  many  years ;  and 

WHEREAS,   the  Railway  Corporate  Assembly  has 
offered  ownership  title  to  said  trolley  car  as  a 
gift  to  the  City  and  County  of  San  Francisco  and 
this  Commission  wishes  to  accept  said  gift  on  behalf 
of  the  City  and  County  of  San  Francisco  for  occasional 
vintage  trolley  car  service  in  the  future;  and 

WHEREAS,    the  trolley  car  is  recognized  as 
having  a  value  of  $  2,500.00;      NOW,    THEREFORE,    BE  IT 

RESOLVED,   that  this  Commission  hereby  accepts, 
on  behalf  of  the  City  and  County  of  San 
Francisco,    the  gift  of  the  vintage  trolley  car 
from  the  Railway  Corporate  Assembly;   and  be  it 
further 

RESOLVED,   that  the  General  Manager  of  the 
Municipal  Railway  is  hereby  authorized  and  directed 
to  excute  all  documents  appropriate  for  transfer 
of  title  and  to  report ,   pursuant  to  Administrative 
Code  Section  10.116-2,   the  receipt  of  such  gift 
to  the  Purchaser  of  Supplies . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    FEBRUARY  ?^^1989— 


Secretary,  Public  Utilities  Con^ission 


Utilities  Conmiss 


PUBLIC  UTILITIES  COMMISSION 


Crnr  AND  COUNTT  OF  SAN  (=RANClSCO 


RESOLUTION  Na 


WHEREAS,    the  Everson  Electric  Company  of 
Bethlehem,   Pennsylvania  has  offered  to  donate 
nine  (9)  electric  motors  suitable  for  use  in 
Municipal  Railway  historic  streetcars ;  and 

WHEREAS,   these  motors  have  a  value  of 
$  1,000  each  for  a  total  of  $  9,000;  NOW, 
THEREFORE,    BE  IT 

RESOLVED,    that  this  Commission  hereby 
recommends  to  the  Board  of  Supervisors  acceptance, 
on  behalf  of  the  City  and  County  of  San 
Francisco,   of  the  gift  of  these  nine  electric 
motors  from  the  Everson  Electric  Company. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  


Secretary.  Public  Utilities  Ctmimii 


PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUNTV  Of  SAN  CnANCISCO 


RESOLUTION  No.  S9~0076 


WHEREAS,    the  Pacific  Coast  Chapter  of 
the  Railway  and  Locomotive  Historical 
Society  owns  and  holds  title  to  Sacramento- 
Clay  Cable  Car  Number  19;  and 

WHEREAS,  this  cable  car  has  been  stored 
by  MUNI  for  many  years  and  the  Pacific  Coast 
Chapter  has  no  plans  for  the  car;  and 

WHEREAS,    the  Pacific  Coast  Chapter  has 
offered  ownership  title  to  said  cable  car  as 
a  gift  to  the  City  and  County  of  San 
Francisco  and  this  Commission  recommends  the 
City  and  County  of  San  Francisco  accept  the 
gift  of  said  cable  car  for  occasional  charter 
service  or  for  display  purposes  in  the 
future;  and 

WHEREAS,  the  cable  car  is  recognized  as 
having  a  value  in  excess  of  S  100,000;  NOW, 
THEREFORE,    BE  IT 

RESOLVED,   that  this  Commission  hereby 
recommends  to  the  Board  of  Supervisors 
acceptance,   on  behalf  of  the  City  and  County 
of  San  Francisco,   of  the  gift  of  Sacramento- 
Clay  Cable  Car  19  from  the  Pacific  Coast 
Chapter  of  the  Railway  and  Locomotive 
Historical  Society;   and  be  it  further 

RESOLVED,   that  should  the  Municipal 
Railway  recommend  scrapping  or  loaning  said 
car  at  any  time,   the  Pacific  Coast  Chapter  of 
the  Railway  and  Locomotive  Historical  Society 
will  be  granted  the  first  right  of  refusal 
for  a  revocable  loan. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
a,  Us  meeting  of  FFBRUARY^  2  «  1989   


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 


Crrv  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,  This  Coramission  represents  San  Francisco  on  the  CalTraln 
Project  Management  Committee,  and 

WHEREAS,  The  current  Peninsula  Commute  Service  (CalTraln)  fare 
structure  Is  Inequitable  and  complex  thereby  making  it  difficult  to  serve  key 
markets  and  maintain  CalTraln' s  legislatively  mandated  40%  farebox  return;  and 

WHEREAS,  A  consultant.  Price  Waterhouse,  was  commissioned  to  conduct  a 
comprehensive  tariff  study  of  the  CalTraln  fare  structure  with  the  results 
given  extensive  review  by  CalTraln's  Project  Management  Committee  through  its 
Schedules  and  Fare  Subcommittee;  and 

WHEREAS,  The  current  seven  zone  configuration  is  proposed  to  be  changed 
to  a  six  zone  configuration  to  simplify  checking  and  collection  of  fares;  and 

WHEREAS ,  An  equitable  and  simplified  ticket  mix  is  proposed  to  be 
established  whereby  a  consistent  relationship  between  one-way  and  multi-ride 
tickets  is  created  for  any  given  distance  traveled;  and 

WHEREAS,  The  Fare  Reform  Proposal  will  lower  San  Francisco's  share  of 
the  CalTraln  operating  deficit;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  recommends  that  Caltrans  submit  an 
application  to  the  California  Public  Utilities  Commission  (CPUC)  for  their 
approval  of  the  Fare  Reform  Proposal;  and,  be  it  further 

RESOLVED,  That  this  Commission  recommends  that,  upon  CPUC  approval,  the 
CalTraln  Fare  Reform  Proposal  be  Implemented  in  the  Spring  of  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


FFRPllflRY  2  8  1989 


Secretarv.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

crrr  and  county  of  san  Francisco 


RESOLUTrON  No.     S  9^00*7^ 


WHEREAS,  The  Municipal  Railway  platform  salaries  and  training 
costs  for  transit  operators  have  exceeded  their  projected  needs,  and  an 
estimated  $350,000  will  be  required  for  the  remainder  of  the  year;  and 

WHEREAS,  These  funds  are  needed  to  operate  the  Transit  system  and 
keep  service  at  adequate  levels  during  service  hours,  now,  THEREFORE  BE  IT 


recommend  to  the  Board  of  Supervisors  a  Municipal  Railway  Supplemental 
Appropriation  in  the  amount  of  $350,000  for  platform  salaries  and  training 
costs  to  be  funded  from  any  legally  available  source. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


RESOLVED,  That  this  Commission  hereby  requests  the  Mayor  to 


G285M 


at  its  meeting  of 


FEBRUARY  jLS  1989 


Secretary,  Public  Utilities 


>mmission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


S9-00T9 


WHEREAS,  The  Public  Utilities  Commission  (PUC)  is  the  awarding 
authority  for  construction  contracts  relating  to  city-owned  utilities 
and  other  properties  used  by  the  City  to  supply  public  utility  services; 
and 

WHEREAS,  The  provisions  of  the  Subletting  and  Subcontracting  Fair 
Practices  Act  (Public  Contracts  Code  Section  4100  et  seq.)  (the  "Act") 
require  the  awarding  authority  to  hold  a  hearing  under  certain 
situations,  including  (1)  when  written  objections  are  filed  by  a 
subcontractor  in  response  to  a  prime  contractor's  request  for  a 
substitution  of  the  subcontractor  (Section  4107(a));  (2)  possible 
substitution  of  a  subcontractor  due  to  allegations  of  an  inadvertent 
clerical  error  by  the  prime  contractor  in  the  listing  of  a  subcontractor 
(Section  4107.5);  and  (3)  when  the  awarding  authority  opts  to  cancel  the 
contract  or  assess  the  prime  contractor  a  penalty  for  violation  of  the 
Act  (Section  4110);  and 

WHEREAS,  It  is  necessary  to  hold  such  hearings  as  promptly  as 
possible  to  avoid  delays  in  construction  and  increased  costs  resulting 
from  those  delays;  and 

WHEREAS,  The  regular  PUC  meeting  is  not  the  ideal  forum  for  hearing 
disputes  between  a  prime  contractor  and  a  subcontractor  on  an  individual 
construction  contract;  now  therefore  be  it 

RESOLVED,  That,  effective  immediately,  the  PUC  hereby  delegates  to 
its  General  Manager,  or  his  designee,  the  responsibility  for  holding  any 
hearings  required  under  the  Subcontracting  Fair  Practices  Act  (Public 
Contracts  Code  Section  4100  et  seq.)  (the  "Act"};  and  be  it  further 

RESOLVED,  If  the  hearing  officer  recommends  approval  of  a 
substitution  or  recommends  invoking  an  option  for  violation  of  the  Act 
under  Section  4110,  the  hearing  officer  shall  submit  said 
recommendation,  along  with  a  report  explaining  the  reasons  for  the 
recommendation,  to  the  PUC  for  final  approval. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   FEBRUARY  2  8  1989 


Secretary,  Public  Utilities  Cc^mi. 


M   I    N   U   T   E  S 


I 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,   City  Hall 
2:00  P.M. 
March  14,  1989 

COMMISSIONERS 
Rodel  E.  Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.  Welton  Flynn 
Arthur  V.  Toupin 
Gordon  Chin 

BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 
Construction  Management 

Financial  Management  and 
Performance  Monitoring 

Information  Systems 

Personnel  and  Training 

Dean  W.  Coffey 
GENERAL  MANAGER 

Romaine  A.  Boldridge 
SECRETARY 

89-041 


DEPARTMENTS 
Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


Call   to  Order:      2:05  P.M. 


Present:       President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  Arthur  V.  Toupin,  Commissioner  Gordon  Chin 

Commissioner  H.  Welton  Flynn  arrived  at  2:. 12  P.M. 

On  motion  of  Toupin,  seconded  by  Chiesa,  the  Minutes  of  the  regular 
meeting  of  February  28,  1989  were  approved. 

A  .tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 


89-0081 


MR 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

Requesting  the  Controller  to  draw  warrants  in  payment 
of  claims  against  the  Municipal  Railway,  totaling 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-0082 


MR 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Approving  Revolving  Fund  payments  made  by  the 
Manager,  Bureau  of  Claims  and  Contracts,  totaling 
$185,368.85,   for  settlement  of  claims  against  the 
Municipal  Railway,   in  the  month  of  January,  1989. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


89-0083 


MR 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

Approving  collections  in  the  amount  of  $16,238.01  and 
write-off  compromise  settlements  in  the  amount  of 
$1,984.62,   for  payment  of  damage  claims  which  the 
Municipal  Railway  has  against  miscellaneous  debtors 
for  the  month  of  February,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-042 


Call  to  Order:     2:05  P.M. 


Present:       President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  Arthur  V.  Toupin,  Commissioner  Gordon  Chin 

Commissioner  H.  Welton  Flynn  arrived  at  2:. 12  P.M. 

On  motion  of  Toupin,  seconded  by  Chiesa,  the  Minutes  of  the  regular 
meeting  of  February  28,  1989  were  approved. 

A  .tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 

RESOLUTION 
NO. 

On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 


89-0081 


MR 


Requesting  the  Controller  to  draw  warrants  in  payment 

of  claims  against  the  Municipal  Railway,  totaling 
$43,500. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0082         MR       Approving  Revolving  Fund  payments  made  by  the 

Manager,  Bureau  of  Claims  and  Contracts,  totaling 
$185,368.85,  for  settlement  of  claims  against  the 
Municipal  Railway,   in  the  month  of  January,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

89-0083         MR       Approving  collections  in  the  amount  of  $16,238.01  and 
write-off  compromise  settlements  in  the  amount  of 
$1,984.62,   for  payment  of  damage  claims  which  the 
Municipal  Railway  has  against  miscellaneous  debtors 
for  the  month  of  February,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-042 


On  motion  of   Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

Accepting  the  work  performed  under  Hetch  Hetchy  Water 
and  Power  Contract  No.   HH-656,  No.   47  Van  Ness  Line, 
Clay  Street  to  North  Point  Street,   Trolley  Coach 
Overhead  Reconstruction,  as  satisfactorily  completed- 
approving  Credit  Contract  Modification  No.  4  in  the 
amount  of  $469.39;  authorizing  an  extension  of  time 
for  unavoidable  delay  of  28  calendar  days;  and 
authorizing  final  payment  in  the  amount  of  $35,000  to 
Abbett  Electric  Corporation,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0085        GM      Authorizing  the  General  Manager  of  Public  Utilities, 
to  negotiate  and  execute  a  professional  services 
agreement  with  Downey,  Brand,  Seymour  and  Rohwer,  for 
an  amount  not  to  exceed  $50,000,  for  a  period  of  one 
year  on  an  as  needed  basis,  with  the  option  to  renew 
for  two  additional  one-year  periods, 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0086         WD       Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  supplemental  appropriation  in  the 
amount  of  $136,974  to  amend  the  Water  Department's 
operating  budget  to  fund  overtime  expenses  for  the 
balance  of  fiscal  year  1988-89. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,   Toupin,  Chin 


V 

On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0087         WD       Authorizing  the  General  Manager  and  Chief  Engineer, 
San  Francisco  Water  Department  to  execute  a 
professional  services  agreement  with  Camp  Dresser  and 
McKee  for   initiation  of  Water  Quality  Planning 
Studies,  Phases  I  and  II,  for  an  amount  not  to  exceed 
$150,504. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,   Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

89-0088         WD      Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  supplemental  appropriation  in  the 
amount  of  $595,000  to  amend  the  Water  Department's 
budget  to  implement  a  nine-month  public  information 
campaign  to  reduce  water  use. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-043 


On  motion  of  Toupin,  seconded  by  Flynn,  the  followinq 
resolution  was  adopted: 

Authorizing  the  Municipal  Railway  to  increase  funding 
by  $105,000   to  continue  the  graffiti  removal  program 
administered  by  the  Mayor's  Office  of  Community 
Development  and  performed  by  the  San  Francisco 
Conservation  Corps  for  Fiscal  Year  1988-89,  and  to 
extend  the  existing  agreement  to  June  30,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Authorizing  the  Municipal  Railway  to  enter  into  a 
contract  for  Phase  I  work,  not  to  exceed  $997,198, 
with  Booz,   Allen  &  Hamilton,   to  provide  new  LRV 
Project  Engineering  Services  for  the  Light  Rail 
Vehicle  Purchase  Project  (LRV2). 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Rejecting  all  bids  for  Hetch  Hetchy  Water  and  Power 
Contract  No.   799,   Hetch  Hetchy  Fuel  Tank  Replacement, 
Various  Locations,   and  Hetch  Hetchy  Water  and  Power 
Contract  No.   794R,  San  Joaquin  Pipelines,  Repair 
Exterior  Coating;   and  authorizing  readvertisement  of 
these  contracts  as  Hetch  Hetch  Water  and  Power 
Contracts  Nos.   799R  and  794R2. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted; 

Awarding  San  Francisco  Water  Department  Contract  No, 
WD-2007,  8-Inch  Ductile  Iron  Main  Installation  in 
Taylor  Street  from  Golden  Gate  Avenue  to  Sutter 
Street  and  from  Pine  Street  to  Washington  Street,  in 
the  net  amount  of  $496,950,   to  Interlane  General 
Engineering,   Inc.  and  P  &  J  Utility  Co.,  AJV, 
Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Authorizing  the  Manager,  Utilities  Engineering  Bureau 
to  request  qualifications  and  proposals  from 
consulting  engineering  firms  to  provide  engineering 
design ,   const  rue t  ion  specification  and  support 
services  for  upgrading  the  instrumentation  and 
process  control  systems  at  the  Sunol  Valley  Water 
Treatment  Plant. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-044 


On  motion  of  Chiesa,    seconded  by  Toupin,  the 
following   resolution  was  adopted: 

89-0094         CC       Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  Water  Department  Supplemental 
Appropriation  in  the  amount  of  $420,000   for  claims, 
to  be  funded  from  the  Water  Department's  Unreserved 
Fund  balance. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0095        CC      Authorizing  lease  of  a   .28  acre  parcel  of  Water 
Department  pipeline  right-of-way  land  located  in 
Alameda  County,   to  Kid's  Wonderland  Daycare  Center, 
for  parking,   landscaping  and  playground  use,  for  a 
term  of  ten  (10)  years,  commencing  March  1,  1989  to 
and  including  February  28,  1999,   at  a  rental  of 
$3,300  per  year. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Toupin,   Flynn,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 

********* 

Report  of  the  General  Manager 
Secur  ity 

Mr.  Dean  Coffey,  General  Manager  of  Public  Utilities,  commented  on 
the  recent  newspaper  article  referring  to  crime  on  the  Municipal 
Railway.     He  said  he  met  with  managers  and  staff  and  again  reiterated 
our  policy  that  matters  of  this  nature  should  be  referred  to  the 
General  Manager  so  that  only  factual  information  is  given  out. 

Mr.  Coffey  reported  that  the  Municipal  Railway  had  discontinued  the 
use  of  guard  dogs  as  a  deterrent  to  vandalism.     The  union  protested 
the  presence  of  dogs  in  areas  accessible  to  the  drivers.  Although 
the  dogs  were  on  a  leash  held  by  the  guards,   the  drivers  felt 
uncomfortable  working  around  them.     He  said  we  would  still  consider 
using  dogs  in  fenced  areas  but  no  longer  commingle  them  with 
employees . 

President  Rodis  said  he  was  concerned  about  public  perception  if  we 
don't  have  fences  and  we  scrap  the  guard  dog  program.     He  said  this 
would  be  an  open  invitation  to  vandals.     Mr.  Coffey  replied  that  the 
guards  would  still  be  there  but  they  wouldn't  be  walking  around  with 
dogs.     President  Rodis  requested  a  written  report  for  the  next 
meeting,   from  the  Protective  Services  staff,   responding  to  the 
newspaper  article . 

Commissioner  Flynn  said  he  was  specifically  interested  in  the  letter 
from  the  District  Attorney  to  Mr.  William  Stead,   General  Manager, 
Municipal  Railway,   dated  February  15,   1989,   concerning  allegations  of 
misconduct  in  connection  with  purchases  of  parts  for  Municipal 
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Railway  vehicles,   and  the  department's   actions   regarding  discipline 
against   employees.      Commissioner  Flynn  requested  a  written  report  at 
the  next  meeting  advising  the  Coinmission  as  to  what  transpired. 

******** 

Resolution  No,   89-0085         Authorizing  the  General  Manager  of  Public 
Utilities  to  negotiate  and  execute  a  professional  services  agreement 
with  Downey,  Brand,  Seymour  and  Rohwer. 

Mr.  Coffey  reported  that  this  firm  had  expertise  in  State  water 
availability  and  negotiations  for  the  buying  or  transferring  of 
water,  and  that  they  have  been  involved  with  the  State  Water 
Resources  Board. 

Commissioner  Chin  inquired  if  other  districts  had  inhouse  capability 
fo.r  water  purchasing  negotiations.     Mr.  Coffey  replied  that  most 
utilities  do  not  have  that  expertise  within  their  department  and  that 
this  firm  was  being  used  by  East  Bay  Municipal  Utility  District  in 
their  negotiations  with  Yuba  County. 

On  motion  of  Commissioner  Toupin,  seconded  by  Commissioner  Flynn, 
Resolution  No.  89-0085  was  adopted. 

******** 

Resolution  No.  89-0088  —  Requesting  the  Mayor  to  recommend  to  the 
Board  of  Supervisors  a  supplemental  appropriation  in  the  amount  of 
$595,000  to  amend  the  Water  Department's  budget  to  implement  a 
nine-month  information  campaign  to  reduce  water  use, 

Ms.  Chris  Morioka,  Rate  Administrator,   San  Francisco  Water 
Department,   commented  on  the  need  for  the  program  and  urged  the 
Commission  to  approve  the  supplemental.     She  stressed  that  the  most 
important  part  of  water  conservation  was  awareness,   participation  and 
cooperation,   and  that  this  could  be  accomplished  through  public 
information.     She  said  a  good  portion  of  this  funding  would  be  for 
paid  advertisement,  which  is  very  costly,  and  that  where  possible, 
the  department  would  use  public  service  announcements  and  free 
advertisements.     Ms.   Morioka  said  there  were  initial  discussions 
about  conducting  a   joint  media  campaign  with  East  Bay  Municipal 
Utility  District,  Santa  Clara  Valley  Water  District  and  Marin,  the 
entire  Bay  Area  to  be  included  later. 

Commissioner  Toupin  suggested  that   large  office  buildings  should  have 
something  on  the  walls  regarding  the  need  to  conserve  water.  Ms. 
Morioka  stated  that  this  had  been  done  in  the  past  and  that  we  would 
be  doing  more,   especially  in  the  ethnic  communities  of  the  City  where 
we  had  not  done  enough. 

Commissioner  Chin  mentioned  that  inasmuch  as  water  conservation  was 
becoming  a  permanent  part  of  our  program,  we  may  have  to  look  at 
developing  inhouse  capacity  in  the  public  relations  area.  Ms. 
Morioka  replied  that  staff  had  explored  this  but  due  to  budgetary 
circumstances  it  was  not  recommended  at  this  time. 

Commissioner  Rodis  noted  that   the  suburbs  use  twice  as  much  water  in 
the  summer  months  as  the  City.     He  felt  we  needed  to  focus  on  cutting 
their  summer  usage.     He  said  he  wanted  to  see  the  program  before  it 
was  implemented.     Ms.  Morioka  assured  him  that  the  Commission  would 
be  involved  and  kept  apprised. 

In  discussing  the  water  rationing  program,  Commissioner  Flynn 
suggested  that  the  current  program  has  been  working  and  he  didn't  see 
how  we  could  accomplish  much  more  with  this  money.     In  response  to 
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questions   by  Commissioner   Flynn,    Mr.    James  Cooney,    General  Manager 
and  Chief  Engineer,   San  Francisco  Water  Department,   replied  that  we 
have  saved  20  to  21%  thus  far  and  the  cost  of  this  program  would  be 
incorporated  in  the  rate  increase,  but  the  rate  increase  wouldn't 
take  effect  until  July  1st.     Mr.   Coffey  stated  that  part  of  the 
ability  to  buy  water  from  the  state  or  from  the  Modesto/Turlock 
Irrigation  districts  would  hinge  upon  the  fact  that  we  have  done 
everything  possible  to  conserve  water. 

Commissioner  Chiesa  suggested  that  we  try  to  negotiate  prices  for  TV 
advertising,  particularly  since  it  is  a  public  service  type  of 
advertising, 

Mr.  Jaimie  Levin,  Public  Service  Director,  San  Francisco  Municipal 
Railway,  said  that  the  Municipal  Railway  would  work  hand-in-hand  with 
the  water  Depatment  to  put  ads  on  buses  and  bus  shelters. 

President  Rodis  expressed  concern  that  the  advertising  should  have 
more  of  a  visual  impact  showing  the  need  to  save  water,   such  as 
showing  Lake  Eleanor  which  is  dry. 

On  motion  of  Commissioner  Chin,   seconded  by  Commissioner  Chiesa, 
Resolution  No.   89-0088  was  unanimously  adopted. 


******** 


Resolution  No.   89-0089  —  Authorizing  the  Municipal  Railway  to 
increase  funding  by  $105,000  to  continue  the  graffiti  removal  program 
administered  by  the  Mayor's  Office  of  Community  Development  and 
performed  by  the  San  Francisco  Conservation  Corps. 

Mr.  Phil  Adams,  Deputy  General  Manager  of  Maintenance,  San  Francisco 
Muinicipal  Railway,   reported  that  the  San  Francisco  Conservation 
Corps  provide  the  department  with  two  crews  and  a  supervisor  to 
support  the  graffiti  removal  effort  and  that  the  department  greatly 
relies  on  their  services.     The  individuals  are  very  dedicated  and 
have  been  doing  an  outstanding  job.     He  said  additional  funding  was 
being  requested  to  continue  the  program  for  the  remainder  of  the  year. 

President  Rodis  asked  about  the  result  of  this  last  weekend's 
volunteer  effort.     Mr.  Adams  responded  that  it  was  a  huge  success, 
with  participation  from  government,   private  and  public  sectors.  He 
said  he  had  a  number  of  requests  to  continue  the  program  and  is 
looking  at  potential  sources  of  manpower,   such  as  workfare  programs,  \ 
parolees  or  expansion  of  the  SWAP  program. 

Ms.  Helen  Moss,  Union  Representative,   Local  790,   said  she  represented 
about  300  Municipal  Railway  employees,   including  the  workers  who 
regularly  clean  the  buses.     About  16  are  assigned  to  do  the  graffiti 
work  and  50  more  are  car  cleaners.     She  said  there  was  concern  about 
expansion  of  the  volunteer  program  ultimately  displacing  permanent 
employees.     There  also  was  concern  that  the  health  and  safety 
regulations  will  not  be  strictly  adhered  to.     She  said  that  she  would 
like  to  see  more  car  cleaners  and  car  cleaner  supervisors  hired. 
They  are  professionals  in  the  proper  use  of  harsh  chemicals  used  in 
graffiti  removal.     Mr.   Adams  responded  that  all  safety  precautions 
were  being  taken  and  that  volunteers  receive  the  same  rigorous 
training  and  orientation  as  the  employees.     The  program  is  safe. 

Commissioner  Toupin  moved,  Commissioner  Flynn  seconded.  Resolution 
No.   89-0089  was  adopted. 


******** 
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Introduction  of  old  Business 

President  Rodis  requested  a  report  regarding  the  amount  of  the 
attorneys'   fees  for  the  Mission  Valley  Rock  litigation. 

******** 

Public  Comments 

Mr.  Norman  Rolfe,   representing  San  Francisco  Tomorrow,  mentioned  that 
the  minutes  of  February  14,   1989  omitted  some  remarks  he  made  and  he 
requested  that  this  information  be  reflected  in  today's  minutes. 

In  his  remarks,  Mr.  Rolfe  stated  that  rather  than  looking  at  reducing 
expenses  we  should  be  looking  at  bringing  in  more  revenue,  and  one  of 
the  ways  was  to  get  more  cash  customers.     There  was  ample  capacity  on 
th.e  system  during  off-peak  hours  and  we  should  be  striving  to 
increase  that  traffic.     He  suggested  a  marketing  program.     He  said  we 
could  get  more  cash  customers  by  maintaining  better  cable  car 
service.     We  have  the  cable  cars  and  the  crews  out  there  but  they  are 
only  delivering  three-quarters  of  the  service  that  they  are  supposed 
to  be  delivering.     If  we  could  get  them  running  on  schedule,  more 
people  would  ride  them,  bringing  in  more  money  without  any  additional 
operating  expenses.     He  said  marketing  and  operating  improvements  on 
other  lines  could  also  bring  in  more  money. 

******** 

THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:40  P.M. 


ROMAINE   A.  BOLDRIDGE 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


«..^LUT,o.N.  S9-00M0 


WHEREAS,  on  May  2 ,  1988,  the  Civil  Service  Commission 
adopted  a  policy  prohibiting  discrimination  in  employment  on  the 
basis  of  Acquired  Immune  Deficiency  Syndrome  (AIDS),  Acquired  Immune 
Deficiency  Syndrome  Related  Complex  (ARC),  Human  Immonodef iciency 
Virus  Infection  (HIV  Infection)  or  any  medical  signs  or  symptoms 
related  thereto. 


WHEREAS.  By  memorandum  dated  October  20,  1988,  the  Civil 
Service  Commission  has  requested  each  commission,  board  and 
department  to  adopt  a  similar  policy,  to  widely  disseminate  the 
policy  to  all  off icers  and  employees  under  its  jurisdiction,  and  to 
vigorously  enforce  said  policy;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby 
adopts  the  following  policy: 

It  is  the  policy  of  the  Public  Utilities  Commission  to 
prohibit  discrimination  in  the  compensation,  terms, 
conditions  and  privileges  of  employment  on  the  basis  that 
any  employee  or  applicant  for  employment  with  the  Public 
Utilities  Commission: 


has,  is  perceived  as  having  or  has  a  history  of  having 
the  conditions  known  as  Acquired  Immune  Deficiency 
Syndrome  (AIDS),  Acquired  Immune  Deficiency  Syndrome 
Related  Complex  (ARC),  Human  Immunodeficiency  Virus 
Infection  (HIV  infection)  or  any  medical  signs  or 
symptoms  related  thereto. 

The  Public  Utilities  Commission  finds  that  AIDS,  ARC  and 
HIV  infection  are  national  and  local  health  concerns  not 
confined  to  any  single  community,  the  effects  of  which  cut 
across  all  communities,  impacting  all  arenas  of  life, 
including  that  of  the  employment  setting.  To  provide 
assistance  to  PUC  departments  in  managing  this  concern  in 
the  employment  setting,  the  Commission  establishes  the 
following  policy  guidelines: 

1.  The  current  and  best  medical  evidence  is  that  AIDS, 
ARC  and  HIV  infection  do  not  pose  a  threat  of 
contagion  or  transmission  from  worker  to  co-workers 
through  everyday  contact  common  in  the  work 
environment ; 

2 .  AIDS ,  ARC  an  HIV  Infection  are  life  threatening 
illnesses,  which  may  be  regarded  as  handicaps  under 
prevailing  local ,  state  and  federal  law.  Infection 
with  HIV  is  protected  under  state  and  local  law.  Each 
individual  responds  differently  to  the  illness  in 
terms  of  ability  to  work.  On  this  basis,  as  with  all 
other  handicaps ,  departments  are  required  to  make 
reasonable  accommodations  to  facilitate  the  ability  of 
employees  with  AIDS,  ARC  or  HIV  infection  to  continue 
working  as  long  as  they  desire  and  are  able  to  perform 
the  essential  functions  of  the  job  with  accommodation; 
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3 .  Like  all  other  medical  information  and  records ,  the 
conditions  of  AIDS ,  ARC  or  HIV  infection  in  an 
employee  or  applicant  are  subject  to  privacy 
protection  and  all  employees  have  a  right  to  the 
confidentiality  of  medical  information.  Departmental 
personnel  having  access  to  an  Individual's  medical 
records  or  those  having  knowledge  of  a  medical 
condition  have  a  duty  to  preserve  the  privacy  and 
confidentiality  of  the  information.  To  that  end,  it 
is  imperative  that  such  information  not  be  shared 
without  the  express  and  prior  written  permission  of 
the  Individual  having  the  condition; 

4.  In  that  employees  with  AIDS,  ARC  or  HIV  infection  do 
not  pose  a  threat  of  contagion  to  co-workers  through 
everyday  work  place  contact,  the  refusal  by 
co-worker (s)  to  work  with  an  individual  having  or 
perceived  to  have  AIDS ,  ARC  or  HIV  infection  can  be 
considered  insubordination,  subject  to  due  process 
disciplinary  action  in  consideration  of  the  specific 
facts  and  circumstances  of  the  refusal .  Similarly, 
members  of  the  public  with  AIDS,  ARC  or  HIV  infection 
pose  no  threat  of  contagion  to  PUC  employees  providing 
common  public  services  and  the  refusal  of  any  PUC 
employee  to  provide  public  service  on  this  basis  can 
be  grounds  for  disciplinary  action; 

5.  PUC  departments  must  treat  AIDS,  ARC  and  HIV  infection 
as  they  would  any  other  life  threatening  illness  and 
must  therefore  apply  and  comply  with  all  Civil  Service 
Commission  rules  which  govern  employee  health, 
including  but  not  limited  to  leaves  of  absence, 
disability  transfers  and  medical  examinations .  Under 
no  circumstances  shall  an  employee  or  applicant  be 
required  as  a  condition  of  pre-employment  or 
employment  to  undergo  any  test  to  detect  the  presence 
of  the  HIV  antibody,  antigen  or  virus; 

6.  Employees  who  are  affected  by  any  life  threatening 
illness  should  be  treated  with  compassion  and 
understanding .  Department  personnel  should  provide 
support  and  enouragement  and  foster,  by  example,  an 
attitude  of  sensitivity  to  the  needs  of  chronically 
ill  colleagues,  recognizing  that  continued  employment 
and  interaction  in  the  work  environment  can  be 
physically ,  mentally  and  emotionally  benef  icial . 
Similarly ,  such  compassion  should  be  shown  to 
employees  who  have  a  family  member  or  significant 
other  who  has  AIDS,  ARC  or  HIV  infection; 
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7.  Given  the  fears  that  AIDS,  ARC  and  HIV  infection  often 
inspire,  the  most  effective  way  to  avoid  disruption 
and  discrimination  in  the  work  place  is  to  prepare  and 
educate  all  employees.  In  fostering  a  rational, 
compassionate  and  non-discriminatory  understanding  of 
AIDS,  ARC  and  HIV  infection  in  the  work  place, 
departments  should  implement  educational  programs. 
These  programs  should  be  based  on  the  best  available 
medical  knowledge ,  resources  for  employee  support  and 
City  and  County  policies  and  rules  which  apply  to  the 
issues  of  AIDS ,  ARC  and  HIV  infection  in  the  work 
place. 

The  Public  Utilities  Commission  promulgates  this  policy  in 
order  to  provide  advice  and  guidance  to  PUC  departments  in 
managing  issues  related  to  AIDS,  ARC  and  HIV  infection  in 
the  work  place,  thereby  preventing  discrimination  in 
employment  on  this  basis  and  maintaining  compliance  with 
state  and  federal  law  which  recognizes  AIDS ,  ARC  and  HIV 
infection  as  protected  handicaps. 

Under  the  provisions  of  Civil  Service  Commission  Rule 
1 . 03F,  applicants  or  employees  of  the  Public  Utilities 
Commission  may  file  complaints  alleging  discrimination  on 
the  bases  of  AIDS,  ARC  and  HIV  infection.  Information  on 
how  to  file  such  complaints  is  available  from  the  Public 
Utilties  Commission  Affirmative  Action/Equal  Employment 
Opportunity  Unit,  1155  Market  Street  8th  Floor,  554-1610. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,    ,  FEBRUARY  2  8  1989 

at  Its  meeting  of  _ 


Secretary,  Public  Utilities  CommMsior. 


PUBLIC  UTILITIES  COMMISSION 
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RESOLUTION  No.  — QOSl, 


03-14-89 


Public  U?m?i'..     til  u     """^"dation  of  the  General  Manager  of 
thf;     £       i     i     A  *^*^^  Manager,   Bureau  of  Claims  and  Contracts- 
thereof  and  the  City  Attorney,   this  commission  approved  and  herebv 
requests  the  Controller  to  allot  funds  and  to  draw  warrants  agatnst 

izVu:-%:i  iii^y^''' "^^^^"^  -  p^^--  °^  Claims  zi^i 


Cla  imant 


Acdt .No. 
5  Prayer 


Accident  PI/ 
'^ype        Date        PD  Settlement 


Non-litigated  Settlements 
None 

Litigated  Settlements 


MARION  CHARM 
WOO  BONG  CHOO 


$28^787"So  08-31-86     PI       $  20,500.00 


Judgments 
None 


$  45, 500. 00 


Total  Settlements:  (02) 


Index  632091 


Sub-object  1450 


/  hereby  certify  that  the  foregoing  resolution  ivas  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of   lURCH        1  A 


Secretury.  Public  Utilities  Comrr^sion 
03-14-89 


PUBLIC  UTILITIES  COMMISSION 

criY  AND  couN-nr  of  san  fhancsco 

RESOLUTION  No.  *!^^*~0082 


RESOLVED,  That  this  Commission  hereby  approves, 
in  accordance  with  Resolution  No.  77-0184,  adopted  April  12. 
1977,  payment  of  claims  in  the  amount  of  $185,368.85,  made 
by  the  Municipal  Railway,  month  of  January.  1989,  per 
Revolving  Fund  Direct  payment  Nos.:  CL0114.  CL0117,  and  per 
Revolving  Fund  Direct  Payment  Nos.:  CL0108.  CLOIU,  CLOUS, 
CL0116,   CLOUS,   CL0119  and  CL0121. 


/  hereby  certify  that  the  foregoing  resolution  ,.as  adopted  In-  ike  Public  Utilities  Commission 
at  its  meeting  of  MARCH       1  4  1989 


Secretary.  Public  Utilities  Commissii 


PUBLIC  UTIUITIES  COMMISSION 


CTTV  ANO  COUNTV  OF  SAN  FRANCISCO 


RESOLUTION  No.  008:^ 


RESOLVED,  That  this  Commission  on  the  recommendation  of 
the  General  Manager  of  Public  Utilities,  Department 
Managers  and  the  City  Attorney,  hereby  approves  collection 
of  charges  for  damages  against  San  Francisco  Municipal 
Railway  from  mi  scellaneous  debtors  in  the  amount  of 
$16,238.01  and  write-off  compromise  reductions  for 
comparative  negligence  in  the  amount  of  $1,984.62  for  the 
month  of  February  1989, 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


ission 
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RESOLUTION  No. 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under 
Hetch  Hetchy  Water  and  Power  Contract  No.  HH-656,  No.  47  Van  Ness  Line, 
Clay  Street  to  North  Point  Street,  Trolley  Coach  Overhead  Reconstruction, 
as  satisfactorily  completed;  approves  Credit  Contract  Modification  No.  4  in 
the  amount  of  $469.39;  authorizes  an  extension  of  time  for  unavoidable 
delay  of  28  calendar  days;  and  authorizes  final  payment  in  the  amount  of 
$35,000.00  to  the  Contractor,  Abbett  Electric  Corporation. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MAPCH       1  4  1969 


JMCM     1  41969   . 

Secretary,  Public  Utilities  Commfssion 
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WHEREAS,  The  San  Francisco  Public  Utilities  Commission  staff  is 
currently  involved  in  extensive  efforts  to  purchase  additional  water 
supplies ;  and 

WHEREAS,  The  Public  Utilities  Commission  has  approved  the 
appropriation  of  $3  million  for  the  purchase  of  such  water  supplies;  and 

WHEREAS,  The  Departments  and  the  City  Attorney  have  recommended 
that  outside  legal  counsel  be  retained  on  an  as  needed,  temporary  basis 
to  provide  expert  legal  services  in  identifying  sources  for  additional 
water  supplies,  negotiating  agreements  for  purchase  and  working  with 
various  State,  Federal  and  local  agencies  involved  in  water  purchases;  and 

WHEREAS,  the  law  firm  of  Downey,  Brand,  Seymour  and  Rohwer,  and 
specifically  Anne  Jeffrey  Schneider,  a  partner  in  the  firm,  has  the 
requisite  experience  and  expertise  to  serve  the  Commission  in  this 
capacity;  now,  therefore,  be  it 

RESOLVED,  That  the  General  Manager,  Public  Utilities,  is  hereby 
authorized  to  execute  the  Professional  Services  Agreement  between  the 
City  and  County  of  San  Francisco,  through  its  Pubic  Utilities  Commission 
and  the  law  firm  of  Downey,  Brand,  Seymour  and  Rohwer,  for  a  period  of 
one  year  on  an  as  needed  basis,  at  the  rate  stipulated  in  the  Agreement 
for  an  amount  not  to  exceed  $50,000  with  the  option  to  renew  the 
Agreement  for  two  additional  one-year  periods.     Funds  are  available  in 
the  Water  Department/  Hetch  Hetchy  Water  Resources  Planning  Project. 


hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


MARCH  141989 


Seen 


etary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

cm-  AND  COUNTV  OF  SAN  FRANCISCO 

RESOLUTfON  No.  *^-^~^008S 


WHEREAS,  the  Water  Department's  overtime  costs  have 
exceeded  their  projected  needs  and  an  estimated  $136,974  is 
required  for  the  remainder  of  the  fiscal  year;  and 

WHEREAS,    the  Water  Department  uses  overtime  funds  to 
repair  emergency  leaks  and  main  breaks  and  for  scheduled 
maintenance  work  which  cannot  be  performed  during  normal  work 
hours  in  order  to  provide  an  uninterrupted  water  supply  to 
consumers,   or  because  of  traffic  conditions  or  operations  of 
other  City  departments;  and 

WHEREAS,    these  overtime  funds  are  required  for  quick 
emergency  response  to  main  breaks  and  leaks  in  order  to  protect 
the  City  s  water  supply,   particularly  during  this  drought;  and 

WHEREAS,   surplus  funds  are  available  in  the  Water 
Department's  miscellaneous  salaries  budget  to  fund  this 
request,   now,    therefore,   be  it 

RESOLVED,   that  this  Commission  hereby  requests  the 
Mayor  to  recommend  to  the  Board  of  Supervisors  a  supplemental 
appropriation  m  the  amount  of  $136,974  to  amend  the  Water 
Department's  operating  budget  to  fully  fund  overtime  expenses 
tor  the  balance  of  the  fiscal  year  1988-89. 


5424b 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  hy  the  Publir  Utilities  Commission 

at  its  meeting  of     MARCH      1 4 1989 

,  Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNT>  OF  SAN  FXANCIKCO 


RESOLUTION  No.   SM— 00^*7 


WHEREAS,  This  Commission  by  its  Resolution  No.  88-0293  adopted 
August  23,  1988  approved  the  selection  of  Camp  Dresser  and  McKee,  Inc 
and  authorized  the  San  Francisco  Water  Department  to  negotiate  a 
professional  services  agreement  to  initiate  water  quality  investigations 
and  perform  pilot  plant  studies;  and 

WHEREAS,  The  San  Francisco  Water  Department  has  negotiated  an 
agreement  for  Phase  I  -  Initial  Evaluation  and  Document  Review,  and 
Phase  II  -  Design  of  the  Study  with  the  options  to  negotiate  further 
work,  referred  to  as  Phases  III  and  IV,  now,  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  General 
Manager  and  Chief  Engineer  of  the  San  Francisco  Water  Department  to 
execute  a  professional  services  agreement  with  Camp  Dresser  and  McKee 
for  Phases  I  and  II,  for  an  amount  not  to  exceed  $150,504,  for  the 
initiation  of  Water  Quality  Planning  Studies. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MMCiL_Lt_I989 


Secre 


ihc  iJttiitu\s  Commission 


PUBUIC  UTILITIES  COMMISSrON 

CITV  AND  COUNTV  OF  SAN  FIWNCISCO 


RESOLUTION  No.  WiM— OOHS 


WHEREAS.   Contingency  planning  for  a  third  year  of  drought 
requires  continuation  of  the  current  Water  Conservation  operations;  and 

WHEREAS.   The  third  dry  year  may  require  water  usage  reductions 
as  great  as  35  percent;  and 

WHEREAS,   existing  water  conservation  and  rationing  efforts 
have  achieved  an  almost  25  percent  reduction  in  water  consumption;  and 

WHEREAS,   A  35  percent  reduction  in  water  use  cannot  be 
achieved  without  a  significant  increase  in  public  information 
generated  by  the  Water  Department  to  educate  the  public  about  water 
conservation  techniques;  and 

WHEREAS,    such  public  information  efforts  must  include  regional 
cooperation  and  coordination  to  assure  maximum  impact  and 
communication  with  the  public  on  ways  to  reduce  water  use;  and 

WHEREAS,   Funding  is  available  from  water  sales  revenue  in  the 
Water  Department ' s  operating  budget  to  use  for  this  purpose ■  now 
THEREFORE  be  it 

RESOLVED,   That  this  Commission  requests  the  Mayor  to  recommend 
to  the  Board  of  Supervisors  a  supplemental  appropriation  in  the  amount 
of  $595,000  to  amend  the  Water  Department's  budget  to  implement  a 
nine-month  public  information  campaign  to  reduce  water  use. 


5408b 


/  hereby  certify  tfuit  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of     MARCH  141989 


.  Secretary,  Public  Utilities  Comrfission 


PUBLIC  UTILITIES  COMMISSION 

Cfn-  AND  COUNTT  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,  Muni's  Maintenance  Division  requires  assistance  In  cleaninq 
graffiti  from  it's  vehicles  and  faculties;  and 

WHEREAS.  PUC  Resolution  86-0142  authorized  Muni  to  enter  into  an  agreement 
with  the  Mayor's  office  of  Conununity  Development  for  the  amount  of  $220,375  to 
fund  a  contract  with  the  San  Francisco  Conservation  Corps  Eor  the  purpose  of 
graffiti  removal;  and 


WHEREAS,  That  agreement  was  modified  by  PUC  Resolution  88-0281  which 
transferred  an  additional  $100,000  in  funds  to  the  Mayor's  Office  of  community 
Development;  and 

WHEREAS,  Additional  funding  Is  available  from  Muni  Maintenance  Division 
Object  130  (Materials  and  Supplies)  funds  for  FY  88-89;  and 

WHEREAS,  Muni  continues  to  require  graffiti  removal  and  related  adminis- 
tration services  for  it's  vehicles  and  facilities;  now  ttierefore  be  it 

RESOLVED,  That  the  PUC  Commission  authorized  Muni  Railway  to  transfer 
$105,000  from  Muni  Maintenance  Object  130  (Materials  and  Supplies)  to  Object  389 
(Miscellaneous  Services  of  Other  Departments)  in  order  to  continue  funding  for 
graffiti  removal  administered  by  the  Mayor's  Office  of  Community  Development  and 
performed  by  the  San  Francisco  Conservation  Corps  for  FY  88-89  and  that  the 
existing  agreement  be  extended  to  June  30,  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  bv  the  Public  Utilities  Commission 

MARCH  I4isa9 


at  its  meeting  of_ 


Sec  re  tary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CUV  AND  COONTV  OF  SAN  FRANCISCO 


RESOLUTION  No.  -H^^^-^^WXSO- 


na  ...      ""^^S,     The    Municipal    Railway    was    authorized    by    Resolution  No 
88-018b    to    circulate    an    RVP    to    identify    a    consultant    to   provide  Project 
Engineering    Services    for:      (1)    the    development    of    specifications    and  (2) 
management   of    the   subsequent   procurement    contract   for   fifty   (50)   new  Lloht 
Rail  vehicles  (LRVs);  and  i    v     '    >ew  L^igni. 


a 


WHEREAS,  E-'our  Consulting  IJnglneering  Companies  responded  with  a 
written  proposal  on  July  22.  1988  which  were:  Dooz,  Allen  &  Hamilton  Inc  ■ 
Parsons  Brinckerhoff  Quade  and  Douglas;  L.T.  Klauder  and  Associates-  and  Hill 
International/Gibbs  &  Hill;  and 

WHEREAS,  An  livaluation  Team  consisting  of  personnel  from  MUNI 
Equipment  Maintenance;  Equipment  Engineering;  PUC  Contract  Compliance  Office* 
PUC  e-inance;  and  MUNI ' s  Planning  and  Transportation  Departments  individually 
evaluated  the  four  written  proposals  and  scored  each  proposal;  and 

WHEREAS,  Each  of  the  four  consulting  firms  were  qualified  by  the 
Evaluation  Team  to  be  invited  for  an  oral  interview  and  Oral  presentations 
from  all  four  companies,  including  their  subcontractors  were  conducted  on 
September  lb,  1988.  The  Evaluation  Committee  then  individually  scored  each 
companies'  "Oral  Interview"  and  conducted  a  meeting  to  discuss  each  companies 
strengths  and  weaknesses,  and  finally  compiled  the  oral  scores;  and 

WHEREAS,  The  final  scores  indicate  that  Booz,  Allen  and  Hamilton 
presented  the  best  proposal  and  team  for  this  work  and  was  recommended  by 
Contract  Compliance;  now  therefore,  be  it 

RESOLVED,     That     the     Public    Utilities  Commission     authorizes  the 

Municipal    Railway    to   enter    into  a  contract   for  Phase   I  work  not    to  exceed 

$997,198  with  Booz,    Allen  &  Hamilton   to  provide  the  above  described  new  LRV 

Project  engineering  Services;  now  therefore,  be  it  further 

RESOLVED,  That  the  Municipal  Railway  will  return  to  the  Public 
Utilities  Commission  for  permission  to  award  Phase  II  work,  contingent  upon 
the  placement  of  funds  for  the  50  new  LRV  purchase  and  the  successful 
completion  of  Phase  I  work  by  the  consultant. 


0310B 


/  hereby  cerHfy  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  of  MARCHl  4  Ibb9 


Secretary,  Public  Utilities  Comrmssion 


c  Utilities  Comrmssio 


PUBLIC  UTILITIES  COMMISSION 

CnV  ANO  COUNTY  OF  SJkN  FWANCISCO 


RESOLUTION  No.  S9— OQ91 


WHEREAS,  Under  Hetch  Hetchy  Water  and  Power  Contract  No  HH-799 
replacement  of  fuel  tanks  is  to  be  performed;  and 

WHEREAS,  Under  Hetch  Hetchy  Water  and  Power  Contract  No  HH-794R 
repair  of  exterior  coating  on  San  Joaquin  Pipelines  is  to  be  performed;  and 

WHEREAS,  Bids  for  these  contracts  were  received  and  opened  oubliclv 
on  January  17,  1989  and  January  31,  1989,  respectively;  and 

WHEREAS,  This  Commission  did  not  award  these  contracts  pending 
review  by  the  City  and  County  of  San  Francisco  of  the  recent  U.S  Supreme 
Court  s  Decision  of  the  City  of  Richmond,  Virginia  v.  Croson;  and 

WHEREAS,  Following  review  of  the  U.S.  Supreme  Court's  Decision  the 
City  and  County  of  San  Francisco  decided  to  discontinue  the  implementation 
ot  the  small  minority  and  small  women  owned-busi ness  enterprises  (MBE/WBE) 
Sections  of  the  City  and  County  of  San  Francisco's  Affirmative  Action 
Program  s  subcontracting  goals;  and 

WHEREAS,  Based  on  this  decision  by  the  City,  this  Commission's 
General  Counsel  and  Director  of  the  Office  of  Contract  Compliance  have 
recommended  that  all  bids  received  for  Hetch  Hetchy  Water  and  Power 
Contract  No.  HH-799,  Hetch  Hetchy  Fuel  Tank  Replacement,  Various  Locations 
and  Hetch  Hetchy  Water  and  Power  Contract  No.  HH-794R,  San  Joaquin 
Pipelines,  Repair  Exterior  Coating,  be  rejected  and  the  contracts  be 
advertised;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  rejects  all  bids  for  Hetch 
Hetchy  Water  and  Power  Contract  No.  799,  Hetch  Hetchy  Fuel  Tank 
Replacement,  Various  Locations,  and  Hetch  Hetchy  Water  and  Power  Contract 
N0.794R,  San  Joaquin  Pipelines,  Repair  Exterior  Coating,  and  authorizes 
readvertisement  of  these  contracts  as  Hetch  Hetchy  Water  and  Power  Contract 
Nos.  799R  and  794R2,  respectively. 


/  hereby  certify  tkat  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of     MARCH      1 4 1989 


Secretary.  Public  Utilities  ComnKssic 


PUBLIC  UTILITIES  COMMISSION 

crry  auo  county  op  san  Francisco 

RESOLUTION  Nc^S— 00,92 


RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water 
Department  Contract  No.  WD-2007,  8-Inch  Ductile  Iron  Main  Installation  in 
Taylor  Street  from  Golden  Gate  Avenue  to  Sutter  Street  and  from  Pine  Street 
to  Washington  Street  in  the  net  amount  of  $496,950.00  to  Interlane  General 
Engineering,  Inc.  and  P  &  J  Utility  Co..  AJV,  5873  Mission  Street,  San 
Francisco,  California  94112,  as  the  lowest  responsive  bidder  and  rejects 
all  other  bids  for  the  work. 


/  hereby  certify  that  the  foregoing  resoluHon  was  adopted  by  the  Public  UtiliHes  Commission 
at  its  meeting  of   

MARCH     1 4 1389 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSIOrM 

crrv  AND  coui^  of  SJM  FRANCISCO 


RESOLUTrON  No.  0093 


WHEREAS,  The  need  to  provide  conceptual  engineering,  detail  design 
and  construction  support  services  for  the  Sunol  Valley  Water  Treatment 
Plant,  upgrading  of  the  instrumentation  and  process  control  systems  has 
been  determined  to  be  necessary;  and 

WHEREAS,  The  technical  expertise  of  consulting  engineering  firm(s) 
are  required  due  to  the  specialized  engineering  design  required  for  large 
scale  instrumentation  and  process  control  systems  and  the  unavailability  of 
UEB  personnel  for  this  work;  now,  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager, 
Util  ities  Engineering  Bureau  to  request  qualifications  and  proposals,' 
select  and  recommend  to  this  Commission  qualified  consulting  engineering 
firm(s)  to  provide  the  required  engineering  services.  Funds  are  available 
in  FAMIS  Account  No.  129566. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  UtiUties  Commission 
at  its  meeting  of  MARCU- 

141989 


Secretary, 


ic  Utilities  Comrmssia 


PUBLIC  UTILITIES  COMMISSION 

CfT>  AMD  COUNTY  OF  SAN  P«*AHCISCO 


RESOLUTION  No. 


WHEREAS,  during  the  first  half  of  the  Fiscal  Year  1988/89,  the  Water 
Department  experienced  six  major  claim  settlements,  resulting  in  the 
depletion  of  the  appropriated  Claims  Budget  for  Fiscal  Year  1988/89; 
and , 

WHEREAS,  currently  the  Department  has  pending  claims  it  anticipates 
to  settle  in  the  amount  of  $225,900.00,   plus  an  additional  $200,000.00 
in  claims  that  may  be  filed  from  incidents  on  record  during  the 
remaining  Fiscal  Year  1988/89,   and  anticipates  legal  expenses  of 
$20,000.00  for  pending  litigation;  now,   therefore,  be  it 

RESOLVED,   that  this  Commission  hereby  requests  the  Mayor  to  recommend 
to  the  Board  of  Supervisors  a  Water  Department  Supplemental 
Appropriation  in  the  amount  of  $420,000.00  for  claims  to  be  funded 
from  the  Water  Department's  Unreserved  Fund  balance. 


/  hereby  certify  that  the  foregoing  resolution  uas  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of   


Secretary.  Public  Ufilities  Commission 


PUBLIC  UTIUITIES  COMMISSION 

CITV  AWO  COUNTY  Of  SAN  FRANCISCO 


RESOLUTION  No.  0095 


RESOLVED,  That  this  Commission  hereby  approves  the 
terms  and  conditions  and  authorizes  the  .28  acre,  more  or  less, 
lease  to  Kid's  Wonderland  Daycare  Center,   for  purposes  of 
parking,    landscaping  and  playground  use  as  set  forth  in  the 
lease  (copy  of  which  lease  is  on  file  with  the  San  Francisco 
Water  Department)  of  certain  land  under  the  jurisdiction  of  the 
San  Francisco  Water  Department,    located  in  Alameda  County  (as 
shown  on  San  Francisco  Water  Department  Drawing  No.   B-4516)  for 
a  term  of  ten   (10)   years,   commencing  March  1,    1989  to  and 
including  February  28,    1999  at  a  rental  of  $3,300  per  year; 
which  shall  be  adjusted  every  succeeding  year  in  direct 
proportion  to  any  percentage  change  (not  to  exceed  10%  per  year) 
in  the  Cost  of  Living  Index  (C.P.I.)  ,   plus  reimbursement  of 
taxes  and  assessments  thereon. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    MARCH, 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 
CfTY  AND  COUNTV  OF  SAN  FRANCISCO 


ROOEL  E.  RODIS 
PRESIDENT 


ART  AGNOS.  MAYOR 
DEAN  W.  COFFEY.  GENERAL  MANAGER 


SHERRI  CHIESA 
VICE  PRESIDENT 


MUNICIPAL  RAILWAY 


H.  WELTON  FLYNN 


WATER  DEPARTMENT 


ARTHUR  V.  TOUPIN 


HETCH  HETCHY 
WATER  AND  POWER 


GORDON  CHIN 


March  24,  1989 


NOTICE  OF  EXECUTIVE  SESSION 


The  Public  Utilities  Commission  of  the  City  and  County  of 
San  Francisco  will  meet  in  executive  session,   for  the  purpose  of 
discussing  a  personnel  matter,  on  Tuesday,  March  28,  1989, 
immediately  following  the  Public  Utilities  Commission  meeting, 
in  Room  287,  City  Hall,  San  Francisco,  California.     This  meeting 
is  in  compliance  with  California  Government  Code  Section  54957. 


Romaine  A,  Boldridge 
Secretary 


cc : 


Members,  PUC 
George  Krueger 
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San  Francisco  Water  Derartment 


MEMORANDUM 


DATE: 


March  27,  1989 


FROM: 


TO: 


SUBJECT: 


OPERATIONS 


Storage .     The  month-end  status  of  local  storage  reservoirs  is  shown 
on  the  accompanying  figure  1.     The  storage  levels  in  the  Peninsula 
Division  reservoirs  at  the  end  of  February  amounted  to  15.8  billion 
gallons  or  53%  of  capacity.     This  is  less  than  the  16.0  billion 
gallons  or  54%  of  capacity  in  storage  at  the  end  of  January.  For 
the  Suburban  system  as  a  whole,   storage  amounted  to  38.7  billion 
gallons  and  50%,  compared  to  38.5  billion  gallons  and  50%  of 
capacity  at  the  end  of  last  month. 

Production.     Water  supplied  by  Hetch  Hetchy  and  the  production  of 
local  water  treatment  plants  are  shown  on  the  accompanying  figure  2. 

Consumption.     Gross  water  deliveries  to  San  Francisco  customers  and 
the  suburban  area  are  displayed  on  the  accompanying  figure  3. 

Rationing  Program 

The  water  rationing  program  continues  to  function  effectively.  The 
conservation  section  is  responding  to  requests  for  a  1 lotment 
increases  on  a  timely  basis  despite  staff  shortages  due  to  delays  in 
filling  vacant  positions.     San  Francisco  and  the  suburban  areas  are 
again  below  allotment  levels  for  the  month.     Water  Department  staff 
held  additional  discussions  with  the  suburban  resale  customers 
following  the  public  hearing  on  contingency  plans  for  conservation 
in  1989.     The  intent  of  these  discussions  is  to  develop  closer 
agreement  on  the  provisions  contained  in  the  alternative  programs. 


Water  Supply 


Hetch  Hetchy  water  import:     An  average  of   154,9  million 
gallons  per  day  (MGD)   for  the  month  of  February. 

Sunol  Valley  Filtration  Plant  treated     4.7  MGD. 
San  Andreas  Filtration  Plant  treated  21.1  MGD. 

Consumption  (MGD  average) : 

February  1989     -  179.1)                           28.1  percent  less 

February  1988     -  249 . 1) 

February  1989     -  179.1)                           20.0  percent  less 

February  1977     -  224.0) 

12  months  preceding 

March  1,   1989     -     240.6)  16.8  percent  less 

March  1,    1988     -  289.4) 

Storage  (million  gallons)   as  of  March  1: 

Increase  %  Full 

1988  1989  -  Decrease  Capacity 

Alameda  Div.    (Capacity  48.014) 

22,074  22,886  812  48 

Peninsula  Div.   (Capacity  29.783) 

19.410  15,776  -     3,634  53 

Total   (Maximum  Capacity  77.797) 

41,484  38,662  -     2,822  50 


-2- 


CONTINUING  PROGRAMS 


Leases  and  Permits .  By  the  terms  of  their  leases,  royalties  or 
percentage  of  revenue  received  for  the  month  of  February  are  as 
follows : 


Vehicular  Accidents.  During  the  month  of  February  there  were  4 
accidents,   3  of  which  were  possibly  avoidable. 


Industrial  Accidents.  There  were  7  lost-time  injuries  in 
February.     There  is  a  total  of   14  for  the  calendar  year. 


Flushing .  The  flushing  program  has  been  suspended  for  the 
duration  of  the  drought. 


Santa  Clara  Sand  and  Gravel 
Sunol  Golf  Course 
Crystal  Springs  Golf  Course 
Mission  Valley  Rock 


$27,055 . 00 
15,856.78 
12,660.63 
40,311.98 


0005D 
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FIGURE  1 
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REMARKS 

WD-2025 

8-Inch  D.I.  Main  in  Pine  Street 
between  Leavenworth  &  Grant  Avenue 

2,900 

580,000 

15 

75 

March,  1989 

Main  Replacement 

liO-2020 

8-Inch  Main  in  Clay  Street  between 
Webster  &  Baker  Streets 

3,350 

603,000 

5 

50 

June,  1989 

Main  Replacement 

ND-2032 

B-Inch  D.I.  Main  in  Sacramento 
Street  between  Locust  &  Divisadero 
Sts. 

3,400 

580,000 

5 

65 

March,  1989 

Main  Replacement 

6-Inch  and  8-Inch  Mains  in 
Leavenworth,  Stoneman  and  other 
streets 

3,650 

530,000 

20 

85 

March,  1989 
(Revised) 

Main  Replacement 

WD-2034 

8-Inch  D.I.  Main  in  Folsom  Street, 
l6th  Street  to  Army  Street 

6,160 

1 ,000000 

0 

15 

April ,  1989 

Main  Replacement 

12-Inch  D,I.  Main  in  Skyline  Blvd., 
Lake  Merced  Blvd.  to  Harding  Road 

2,000 

330,000 

10 

20 

July,  1989 

Main  Replacement 

Phase  3 

8-Inch  and  16-Inch  D.I.  Main  in 
Market  Street, 10th  to  12th  Street 

275 

133,800 

80 

80 

March,  1989 

UPW  Lontract 

Relocate  6-Inch,  8-Inch  and 
12-Inch  D.I.  Main  around  AWSS 
vaults 

240 

80 

80 

March,  1989 

Main  Replacement 
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mm 

12-Inch  Main  in  Stockton  Street 
Pacific  to  Columbus  Avenues 

1  .000 

150,000 

10 

10 

April ,  1989 

Feeder  Main 
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M    I    N    U    T    E  S 


PUBLIC   UTILITIES  COMMISSION 
CITY  AND   COUNTY  OF   SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,  City  Hall 
2:00  P.M. 
March  28,  1989 

COMMISSIONERS 
Rodel  E.   Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.   Welton  Flynn 
Arthur  V.  Toupin 
Gordon  Chin 


DEPARTMENTS 
Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 
Construction  Management 

Financial  Management  and 
Performance  Monitor ing 

Information  Systems 

Personnel  and  Training 


Dean  W.  Coffey 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


89-049 


Call  to  Order:     2:07  P.M. 


Present : 


President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H.  Welton  Flynn,  Commissioner  Arthur  V, 
Toupin,  Commissioner  Gordon  Chin. 


On  motion  of  Toupin,  seconded  by  Chiesa,   the  Minutes  of  the  regular 
meeting  of  March  14,  1989  were  approved. 

A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 

RESOLUTION 
NO. 

On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 


89-0096 


MR 


89-0097 


WD 


Approving  Modification  No.   2  to  the  Agreement  with 
San  Francisco  State  University  for  engineering 
services  on  various  cable  car  machinery  projects, 
extending  the  term  five-months. 


VOTE:  Ay 


cne  cerm  tive-montns. 
es  -  Rodis,  Chiesa,   Flynn,  Toupin, 


Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  Contract  Modification  No.   1,   in  the  amount 
of  ^9,500  to  San  Francisco  Water  Department  Contract 
No.  WD-2021  -  Crystal  Springs  Cottage  Rehabilitation 
and  Repairs,   Eligom  International  Construction, 
Contractor . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

89-0098         WD       Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No,  WD-1959R,  Cathodic 
Protection  for  the  Peninsula  Division  Pipelines,  as 
satisfactorily  completed;  approving  Credit 
Modification  No,   1  in  the  amount  of  $233.92;  and 
authorizing  final  payment  in  the  amount  of  $15,520.30 
to  the  Contractor,  American  Construction  and  Supply, 
I  nc , 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


89-050 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

89-0099         WD       Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-2004,  Electrical 
Upgrading  San  Francisco  Water  Department 
Administrative  Building,  as  satisfactorily  completed; 
approving  Contract  Modification  No.   2   in  the  amount 
of  ^84.87;  authorizing  an  extension  of  27  days;  and 
authorizing  final  payment  in  the  amount  of  $10,496.26 
to  Berrios  Construction  Co.,  Inc. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-0100  GM 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities 
to  execute  Modification  No.   1  to  the  Agreement  with 
Manna  Consultants,   Inc.,   increasing  the  amount  by 
$15,000  for  technical  analyses  to  develop  a 
preliminary  site  recommendation  for  Metro  East. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

89-0101         WD       Designating  Tuesday,   April  25,   1989  at  2:00  p.m.  in 
Room  282,  City  Hall,   San  Francisco  as  the  date,  time 
and  place  for  a  public  hearing  to  consider  proposals 
for  rate  increases  for  water  service  and  water 
supplied  by  the  San  Francisco  Water  Department  to 
retail  customers,  and  to  consider  proposals  for  rate 
increases  and  rate  structure  adjustments  for  water 
service  and  water  supplied  to  wholesale  customers. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

89-0102         HH       Requesting  the  Mayor  to  recommend  to  the  Board  of 

Supervisors  a  Hetch  Hetchy  supplemental  appropriation 
in  the  amount  of  $2,936,000   from  Hetch  Hetchy's 
unappropriated  revenue  to  purchase  power  and 
transmission  services  during  the  remainder  of  fiscal 
year  1988-89. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-051 


On  motion  of  Chiesa,    seconded  by  Toupin,  the 
following   resolution  was  adopted: 

89-0103         MR       Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  Municipal  Railway  supplemental 
appropriation  in  the  amount  of  $325,000  for 
Miscellaneous  Salaries  within  the  Transportation 
Division  from  surplus  Miscellaneous  Salaries,  Craft 
Salaries  and  CAO-Insurance  and  Risk  Reduction  funds 
within  the  Maintenance  Division. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

89-0104         MR       Requesting  the  Mayor   to  recommend  to  the  Board  of 
Supervisors  a  Municipal  Railway  supplemental 
appropriation  in  the  amount  of  $300,000  to  fund 
fringe  benefits  for  Miscellaneous  and  Platform 
Salaries  from  Services  of  the  PUC, 

VOTE:     Ayes   -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0105         MR       Authorizing  the  General  Manager  of  the  Municipal 

Railway  to  execute  an  agreement  with  the  Metropolitan 
Transportation  Commission  to  fund  the  Regional 
Transit  Connection  program  for  1988-89  at  an 
approximate  cost  of  $45,814. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0106         E         Authorizing  the  Manager  of  the  Utilities  Engineering 
Bureau  to  execute  Amendment  No.   1,   in  the  amount  of 
$218,759,   to  the  agreement  with  Manna  Consultants, 
Inc.   for  Phase  II   -  Detail  Design  related  to  the 
rehabilitation  of  the  Potrero  Division  Facility. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0107         MIS     Authorizing  the  General  Manager  of  Public  Utilities 
to  enter  into  a  contract  modification  with 
Information  Systems  Associates  for  technical 
consulting  for  the  period  of  April  1  to  June  30, 
1989,   in  the  amount  of  $70,000. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-052 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0108         EC       Authorizing  the  Bureau  of  Energy  Conservation  to 
select  the  California  Environmental  Internship 
Program  to  provide  consulting  services;  and  to 
negotiate  and  execute  a  professional  services 
contract  from  March  1,   1989  to  March  22,  1990, 
through  the  Director  of  Purchasing. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0109        P        Adopting  the  Public  Utilities  Commission  Affirmative 
Action  Plan, 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission. 

******** 

Report  of   the  General  Manager 
The  Embarcadero  Projects 

Mr.   Dean  Coffey,   General  Manager  of  Public  Utilities  stated  that 
Mr.   Rudolph  Nothenberg,  Chief  Administrative  Officer  and  Mr.  Douglas 
Wright,   Deputy  Mayor  of  Transportation  and  Public  Works,  were  present 
to  bring  the  Commission  up-to-date  on  the  status  of  The  Embarcadero 
projects . 

In  his  presentation,  Mr,  Wright  described  the  project  area  from  the 
Pier  39  marina  to  Mission  Bay.     He  pointed  out  three  important 
Municipal  Railway  projects  that  are  involved:     1)   the  Muni  Metro 
Turnback,   2)   the  Muni  Metro  Extension,   and  3)   the  F-Line.     He  said 
the  light  rail  extensions,   the  tunneling  and  turnback  are  the 
responsibility  of  the  Utilities  Engineering  Bureau  of  the  PUC;  and 
the  boulevard  is  the  responsibility  of  the  Department  of  Public 
Works.     The  total  cost  would  be  about  one-quarter  of  a  billion 
dollars  and  right  now  we  are  looking  at  12  or  13  state,   federal  and 
local  funding  sources.     To  accomplish  this  task  in  an  efficient  and 
effective  manner,   he  said  the  Mayor  and  the  Chief  Administrative 
Officer  are  proposing  to  centralize  the  responsibilities  of 
management,   administration  and  engineering  into  a  central  office, 

Mr.  Nothenberg  described  the  nature  of  the  proposal.  He  commented 
that  there  were  12  or  13  funding  sources  and  at  least  that  many 
agencies  within  and  outside  the  City  interested  in  this  project  -- 
the  Public  Utilities  Commission,  Department  of  Public  Works,  Port, 
Redevelopment  Agency,  City  Planning  and  a  number  of  private  sector 
enterprises  and  individuals  that  have  an  economic  and  development 
interest . 


89-053 


I 


Mr,   Nothenberg   stated  that   to  manage  this  project   effectively  (the 
intergovernmental   relationships,    the  cost,    scheduling,  the 
coordination  between  private  and  public  sector  agencies,   etc.),  a 
small  centrally  located  office  would  make  sense.     He  said  the 
proposal  was  for  a  small  construction  office  to  be  housed  in  the 
CAO's  office,   subject  to  the  policy  control  of  a  Board  of  Control 
consisting  of  the  PUC,  DPW,   Port,  Redevelopment  Agency  and  City 
Planning,     The  representatives  of  those  agencies  would  sit  as  a 
policy  group  and  the  Chief  Administrative  Officer  would  report  to 
them.     The  office  staff  would  consist  of  a  project  manager  in  charge 
of  scheduling  and  control;  a  contract  administration  officer 
responsible  for  the  multiplicity  of  contracts;  a  financial  officer 
and  controller;  and  a  parttime  MBE/WBE  compliance  officer,  plus 
clerical  support.     The  office  would  report  to  the  Chief 
Administrative  Officer  and  have  the  responsiblity  to  make  grant 
applications,  control  the  finances,  scheduling  and  coordination  of 
projects  and  buy  services  from  other  City  departments. 

The  proposal  to  centralize  these  activities  will  be  submitted  to  the 
Board  of  Supervisors  for  approval . 

Mission  Valley  Rock  Litigation 

Mr.  Coffey  stated  that  the  Commissioners  had  requested  a  report  on 
the  costs  of  the  suit  that  was  brought  against  the  City  concerning 
its  lease  of  a  rock  quarry  and  that  Ms.  Rohrer  had  those  figures, 

Ms.  Deborah  Rohrer,  Manager,  Claims  &  Contracts,  advised  that  the 
City  Attorney's  office  had  informed  her  that  the  costs  for  the 
Whitmore  case  were:   $37,500   for  attorneys'    fees,   $200   for  depositions 
and  $4,500  for  Mr.   Robert  Paschall's   independent  appraisal  report  and 
his  appearances  before  the  Commission,   a  total  of  $42,200,     She  said 
there  was  no  basis  for  recovering  this  money. 

President  Rodis  expressed  concern  about  this  happening  again  on 
future  contracts  and  suggested  that  something  be  done  to  prevent 
reoccurrence  of  a  similar  situation  creating  needless  expense  and 
frustration. 

******** 

Resolution  No.   89-0103  —  Requesting  the  Mayor  to  recommend  to  the 
Board  of  Supervisors  a  Municipal  Railway  supplemental  appropriation 
in  the  amount  of  $325,000  for  Miscellaneous  Salaries  within  the 
Transportation  Division. 

Commissioner  Toupin  stated  that  about  a  month  ago  when  a  supplemental 
appropriation  came  before  the  Commission,  he  brought  up  the  subject 
of  absenteeism  and  questioned  whether  an  agreement  couldn't  be  made 
with  the  Union  to  improve  the  situation.     He  asked  whether  the 
department  had  any  discussions  with  the  Union  and  if  any  changes  were 
made . 

Mr.  William  Stead,   General  Manager,   San  Francisco  Municipal  Railway, 
replied  that  actual  results  for  the  first  quarter  of  this  year  showed 
considerable  improvement.     Absenteeism  was  at  9-1/2%,  which  was  down 
from  the  10-1/2  -  11%  figure  at  the  beginning  of  last  year.     He  said 
no  changes  were  made  with  the  Union,     The  MOU  negotiations  will  begin 
shortly  and  will  be  finalized  in  August.     Staff  would  then  have  the 
opportunity  to  look  at  work  rule  changes.     He  said  absenteeism  is  now 
measured  on  the  basis  of  calendar  quarters  and  one  of  the  things 
staff  would  propose  to  the  Union  as  part  of  the  negotiations  would  be 
a  moving  90-day  average. 


89-054 


1 


Mr.    Bobbie  Brown,   President,    Transport  Workers  Union  Local  250A, 
stated   that   the  Union  had  ongoing  meetings  with   the  Municipal  Railway 
on  the  problem  of  absenteeism  and  that  this  is  a  problem  throughout 
the  transit   industry.     He  said  a  larger  work  force  is  needed  and  Muni 
should  have  more  operators  on  board  to  do  the  work. 


Resolution  No.  89-0109  —  Adopting  the  Public  Utilities  Affirmative 
Action  Plan. 

Ms.  Andrea  Gourdine,  Manager,  Bureau  of  Personnel  and  Training, 
reported  that  a  draft  of  the  proposed  Affirmative  Action  Plan  was 
sent  to  a  number  of  community  groups  and  organizations,  and  that  to 
date  no  responses  were  received.     She  said  a  questionnaire  was  sent 
out  at  the  same  time,  asking  whether  or  not  there  was  interest  in 
establishing  a  minority  task  force  for  group  involvement,  and  there 
was  a  lot  of  response  to  that . 

Commissioner  Chin  thought  the  idea  of  a  minority  task  force  was  an 
excellent  one.     He  said  he  was  glad  to  hear  that  while  some  of  the 
organizations  had  received  the  plan  but  not  replied  in  writing,  there 
was  definitely  interest  in  working  with  staff  on  a  task  force.  He 
suggested  more  department  involvement,  not  just  Personnel,  and  that 
all  our  top  level  management  participate  in  the  process  and  work  for 
the  same  goal. 


******** 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:00  P.M. 


ROMAINE   A.  BOLDRIDGE 
Secretary 


89-055 


PUBLIC  UTILITIES  COMMISSION 

CITY  ANO  COUNTV  OF  SAN  FRANCISCO 


RESOLUTION  No.  _y3"003G 

WHEREAS.    This  Commission  by  this  Resolution  No.    86-0322  approved 
the  execution  of  an  Agreement  between  the  Public  Utilities 
Commission  and  San  Francisco  State  University  to  provide  certain 
technical  services  in  an  industry/government  setting  for  student 
learning  and  faculty  teaching  relative  to  various  engineering 
projects  involving  the  Cable  Car  Cable  Machinery  System;  and 

WHEREAS,   This  Commission  by  its  Resolution  No.    88-0095  approved 
the  modification  of  the  aforementioned  Agreement  to  extend  the 
original  contract  term  by  twelve  months;  and 

WHEREAS.    It  is  necessary  to  modify  the  term  of  the  Agreement  to 
make  it  coincident  with  the  University's  academic  year;  now, 
therefore  be  it 

RESOLVED,   That  this  Commission  authorizes  a  five-month  extension 
of  time  to  the  revised  contract  term  of  the  aforementioned  Agreement. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MARCH  28.1989 


at  its  meeting  of. 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 


CnV  AND  COUNTV  OF  SAN  FnANCISCO 


RESOLUTION  No. 


WHEREAS,  This  Commission  awarded  San  Francisco  Water  Department 
Contract  No.  WD-2021  -  Crystal  Springs  Cottage  Rehabilitation  and 
Repairs  in  the  amount  of  $69,800  to  Eligom  International  Construction; 
and 

WHEREAS,  Modifications  to  said  contract  are  required  to  provide  for 
extra  work  made  necessary  by  unforeseen  structural  damage;  now, 
therefore,  be  it 

RESOLVED,  That  this  Commission  approves  Contract  Modification  No.  1 
totalling  $9,500.00  to  San  Francisco  Water  Department  Contract  No. 
WD-2021  -  Crystal  Springs  Cottage  Rehabilitation  and  Repairs. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


PUBLrC  UTILITIES  COMMISSION 

cm-  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


83-0038 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  the 
San  Francisco  Water  Department  Contract  No.  WD-1959R,  Cathodic  Protection 
for  the  Peninsula  Division  Pipelines,  as  satisfactorily  completed;  approves 
Credit  Modification  No.  1  in  the  amount  of  $233.92;  and  authorizes  final 
payment  in  the  amount  of  $15,520.30  to  the  Contractor,  American 
Construction  and  Supply,  Inc. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MARCH   2jS  1989 


L8JS89   ^  . 

Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COIVIIVll&SIOrj 

CfFY  AND  COUNTY  OF  SAN  t 


RESOLUTION  No. 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  WD-2004,  electrical  upgrading  of 
the  San  Francisco  Water  Department  Administration  Building,  425  Mason 
Street,  as  satisfactorily  completed;  approves  Contract  Modification  No.  2 
in  the  amount  of  $84.87,  authorizes  an  extension  of  time  for  unavoidable 
delays  of  27  calendar  days  due  to  Contract  Modification  No.  2;  and 
authorizes  final  payment  in  the  amount  of  $10,496.26  to  the  Contractor, 
Berrios  Construction  Co.,  Inc.,  1331  Evans  Avenue,  San  Francisco, 
California  94124. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MARCH  J989- 


Secretary,  Public  Utilities  Commmsior 


PUBLIC  UTILITIES  COMIVIIiiSIOlM 

cm  ANO  cour*TV  of  san  francisco 


RESOLUTION  No. 


WHEREAS,  The  Public  Utilities  Commission  has  employed  the  professional 
services  of  Manna  Consultants  for  temporary  and  expert  conceptual  design  and 
engineering  advice  pertaining  to  a  prototypical  Municipal  Railway  light  rail 
vehicle  maintenance  and  storage  facility  known  as  Metro  East;  and 

WHEREAS,  Pursuant  thereto.  Consultant  has  developed  a  unique  and 
critical  combination  of  project  familiarity,  technical  background  and  overall 
knowledge  with  respect  to  MUNI's  needs  in  all  aspects  of  light  rail 
operations,  maintenance  and  storage;  and 

WHEREAS.  Subsequent  to  the  execution  of  the  Agreement  between  the 
Commission  and  Manna  Consultants  pursuant  to  PUC  Resolution  No.  87-0446» 
specific  site  alternatives  have  been  identified;  and 

WHEREAS.  The  Commission  desires  to  have  Manna  Consultants  assist  in 
various  technical  analyses  and  site  sketch  plans  to  develop  a  preliminary  site 
recommendation  for  Metro  East;  now.  therefore,  be  it 

RESOLVED,  That  the  General  Manager  of  Public  Utilities  is  hereby 
authorized  to  execute  Modification  No.  1  to  the  Agreement  between  the  Public 
Utilities  Commission  on  behalf  of  the  City  and  County  of  San  Francisco  and 
Manna  Consultants,  Inc.  expanding  the  Agreement's  scope  of  work,  extending  the 
term  and  increasing  the  amount  by  $15,000. 


5095R 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  UHlities  Commission 

, ^.  „   MARCH     2  8  1989 

at  Its  meeting  of  — 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  OOMMISSION 

Crrv  ANH  COUNTV  OF  SAN  FRANCISCO 


RESOLUTION  No. 


RESOLVED,   That  this  Commission  hereby  designates  Tuesday, 
April  25,    1989  at  2:00  p.m.    in  Room  282,   City  Hall,  San 
Francisco  as  the  date,   time  and  place  for  a  public  hearing  by 
the  Public  Utilities  Commission  for  considering  proposals  for 
rate  increases  for  water  service  and  water  supplied  by  the  San 
Francisco  Water  Department  to  retail  customers;   and  be  it 
further 

RESOLVED,  That  this  Commission  hereby  designates  Tuesday, 
April  25,    1989   at  2:00  p.m.    in  Room  282,   City  Hall,  San 
Francisco  as  the  date,   time  and  place  for  a  public  hearing  by 
the  Public  Utilities  Commission  for  considering  proposals  for 
rate  increases  and  rate  structure  adjustments  for  water  service 
and  water  supplied  by  the  San  Francisco  Water  Department  to 
wholesale  customers;   and  be  it  further 

RESOLVED,   That  the  revenue  requirements  and  an  analysis  of 
the  rate  increases,    rate  structure  adjustments  and  additional 
charges  be  made  available  for  public  inspection  and  review 
beginning  Monday,   April  17,    1989  in  Room  287,   City  Hall,  San 
Francisco . 


0008f-2 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeUns  of  JIARCH       28  1989 


Secretary,  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COONTTT  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,   As  a  result  of  the  continuing  dry  weather,    and  the 
need  to  conserve  water,  Hetch  Hetchy  has  reduced  power  generation;  and 

WHEREAS,  The  reduction  in  power  generation  required  the 
purchase  of  additional  power;  and 

WHEREAS,   Actual  costs  for  transmission  and  wheeling  services 
purchased  from  PG&E  are  greater  than  the  original  estimate  included  in 
the  department's   1988-89  budget;  and 

WHEREAS,   The  estimated  deficiency  in  the  purchase  of  power 
budget  is  approximately  $2,202,000  and  in  the  transmission  budget  is 
$734,000;  and 

WHEREAS,   Funding  is  available  from  unappropriated  revenue  in 
Hetch  Hetchy 's  operating  budget  to  use  for  this  purpose;  now, 
THEREFORE  be  it 

RESOLVED,   That  this  Commission  requests  the  Mayor  to  recommend 
to  the  Board  of  Supervisors  a  supplemental  appropriation  in  the  amount 
of  $2,936,000  from  Hetch  Hetchy's  unappropriated  revenue  to  amend  the 
operating  budget  to  purchase  power  and  transmission  services  during 
the  remainder  of  fiscal  year  1988-89. 


5408b 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  ^^^^^  28 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  ANI>  CO U NTT  OF  iAM  FRANCIMX> 


RESOLUTtON  No.  O  l03 


WHEREAS,  The  Municipal  Railway  Miscellaneous 
Salaries  within  the  Transportation  Division  will  exceed  its 
budget  and  an  estimated  $325,000  will  be  required  for  the 
remainder  of  the  year;  and 

WHEREAS,   Surplus  funds  are  available  in 
Miscellanoues  Salaries,   Craft  Salaries  and  CAO-Insurance  and 
Risk  Reduction  within  the  Maintenance  Division  to  fund  this 
request,   now,   THEREFORE,   be  it 

RESOLVED,  That  this  Commission  hereby  requests  the 
Mayor  to  recommend  to  the  Board  of  Supervisors  a  Municipal 
Railway  Supplemental  Appropriation  in  the  amount  of  $325,000 
for  Miscellaneous  Salaries  within  the  Transportation  Division 
to  be  funded  from  surplus  Miscellanoues  Salaries,  Craft 
Salaries  and  CAO-Insurance  and  Risk  Reduction  funds  within  the 
Maintenance  Division. 


0368M 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^     ,  MARCH  28J989 

at  Its  meeting  of  — — —  yj  — 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUHTV  OF  SAN  FRANCISCO 


RESOLUTION  No.  RS*" 


WHEREAS,   The  Municipal  Railway  fringe  benefits  for 
Miscellaneous  and  Platform  Salaries  will  exceed  budget  amounts, 
and  an  estimated  $300,000  will  be  required  for  the  remainder  of 
the  year;  and 

WHEREAS,  Surplus  funds  are  available  in  services  of 
the  PUC  to  fund  this  projected  deficit;  and 

WHEREAS,  These  funds  are  needed  to  match  increases 
in  Municipal  Railway  Salaries   for  the  remainder  of  the  Fiscal 
Year,    now,    THEREFORE,    be  it 

RESOLVED,  That  this  Commission  hereby  requests  the 
Mayor  to  recommend  to  the  Board  of  Supervisors  a  Municipal 
Railway  Supplemental  Appropriation  in  the  amount  of  $300,000  to 
fund  fringe  benefits  for  Miscellaneous  and  Platform  Salaries. 


0369M 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MARCH     28  1989 


at  its  meeting  of  ^ 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSIOtsi 

CITV  AND  COUNTY  OF  SAN  FRANCISC-O 


RESOLUTION  No. 

WHEREAS,  the  Regional  Transit  Association  has  requested  the  Municipal 
Railway  to  participate  in  the  Regional  Transit  Connection  in  Fiscal  Year 
1988-89;  and 

WHEREAS,  the  Railway's  contribution  to  the  Regional  Transit  Connection 
program  for  Fiscal  Year  1988-89  is  estimated  to  be  $45,814;  and 

WHEREAS,  the    Public  Utilities  Commission  adopted  Resolution  No.  88-0146 
in  April  of  1988  approving  the  first  six  months  of  funding  for  the  Regional 
Transit  Connection's  Fiscal  Year  1988-89  program,  while  withholding  approval 
for  the  second  six  months  of  funding  subject  to  additional  findings;  and 

WHEREAS,  a  recent  user  survey  of  Fast  Pass  purchasers  in  the  Regional 
Transit  Connection  program  indicates  that  nearly  $170,000  of  additional  Fast 
Pass  revenues  may  be  lost  annually  if  the  Regional  Transit  Connection  program 
were  to  be  discontinued  by  the  Railway;  and 

WHEREAS,  the  Regional  Transit  Connection  has  been  of  major  benefit  to  the 
Municipal  Railway  by  promoting  the  sale,  distribution  and  use  of  Fast  Passes 
through  San  Francisco  employers;  and 

WHEREAS,  the  Regional  Transit  Association  will  be  exploring  the 
feasibility  of  supporting  the  Regional  Transit  Connection  program  through 
vendor  membership  fees  in  future  years;  now,  therefore,  be  it 

RESOLVED,  that  this  Commission  authorizes  the  traiisfer  of  $50,000  of 
surplus  funds  in  Object  365,  CAO  -  Insurance  and  Risk  Reduction,  to  Object 
140,  Fixed  Charges,  to  cover  the  costs  of  the  program;  and  be  it  further 

RESOLVED,  that  this  Commission  authorizes  the  General  Manager  of  the 
Municipal  Railway  to  execute  an  agreement  with  the  Metropolitan  Transportation 
Commission  to  fund  the  Regional  Transit  Connection  program  for  Fiscal  Year 
1988-89  at  an  approximate  cost  of  $45,814. 


(0956D) 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of  "^^^^^^^^""^^^ 

Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

cm  ANU  COUNT>  OF  SAN  FRANCISCO 


RESOLUTION  No.     8*J  0X06 


WHEREAS,  An  Agreement  between  the  City  and  Parsons.  Brinckerhoff , 
Ouade  and  Douglas,  Inc.  was  entered  into  on  January  12,  1988  for 
professional  services  related  to  the  design  of  the  Potrero  Division 
Facility  Rehabilitation  Project;  and 

WHEREAS,  On  January  10,  1989  the  Public  Utilities  Commission 
approved  the  assignment  of  the  professional  services  agreement  to  Manna 
Consultants,  Inc.;  and 

WHEREAS,  The  City  requires  seismic/structural  design  and  related 
services  for'completion  of  Phase  II  -  Detail  Design;  and 

WHEREAS,  It  is  now  necessary  to  amend  said  Agreement  to  increase 
the  scope  of  work  to  provide  seismic/structural  design  and  related 
services;  now,  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager  of  the 
Utilities  Engineering  Bureau  to  execute  Amendment  No.  1  to  said 
Agreement  in  an  amount  not  to  exceed  $218,759. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
a,  its  meeHn,  of   MARCH. 


MARCH^   28  1989    ^  , 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTV  ANO  COUMTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,   The  Commission's  Bureau  of  Management 
Information  Systems  has  agreed  to  develop  a  Water/Sewer  Billing 
and  Customer  Information  System;  and 

WHEREAS,   The  Bureau  of  Management   Information  Systems 
is  in  need  of  expert  technical  assistance  to  implement  changes 
and  enhancements  to  said  system;  and 

WHEREAS,  The  Bureau  of  Management  Information  System 
has  agreed  to  provide  computer  systems  support  for  the  Water 
Rationing  Program;  and 

WHEREAS,    Information  System  Associates  has  proven 
ability  and  technical  expertise  in  on-line,  real-time 
programming  using  IDMS  technology;  and 

WHEREAS,    Information  systems  Associates  has  proven 
ability  and  knowledge  of   said  Water/Sewer  Billing  System;  and 

WHEREAS,   Funding  of  $25,000  is  available  in  the 
Operating  Budget  of  the  Water  Department  -  Index  co  387019 
Object  105;  and 

WHEREAS,  Funding  of  $45,000  is  available  in  a 
Supplement  Funding  Request  by  the  Water  Department   (Subject  to 
approval  by  the  Board  of  Supervisors)   -  Index  code  387225, 
Project   126,   Workphase  01,   THEREFORE  BE  IT 

RESOLVED,  That  this  Commission  authorizes  the  General 
Manager  of  the  PUC  to  enter  into  a  contract  modification  with 
Information  Systems  Associates  for  technical  consulting  for  the 
period  of  April  1  to  June  30  in  the  amount  of  $70,000. 


5498b 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

Cirr  AND  COUWT>  OF  SAN  FRANCISCO 


nesoLunoN  no. 


WHEREAS,   The  Bureau  of  Energy  Conservation  is 
currently  undertaking  Federal   and  State  grant  funded  projects 
to  promote  energy  conservation  efforts  in  the  San  Francisco 
residential  and  commercial  sectors;  and 

WHEREAS,  A  significant  proportion  of  the  research 
associated  with  these  efforts  can  be  performed  effectively  and 
efficiently  by  student  interns  trained  in  the  area  of  Energy 
Management;  and 

WHEREAS,  The  work,   which  will  cost  $61,682  has 
been  funded  with  this  intended  purpose  by  the  Urban  Consortium 
Energy  Task  Force  and  the  U.S.   Department  of  Energy;  and 

WHEREAS,  The  Bureau  of  Energy  Conservation  has 
determined  that  California  Environmental   Internship  Program 
(CEIP)   is  highly  qualified  to  provide  the  students  capable  of 
performing  this  work,   now,   THEREFORE,   be  it 

RESOLVED,  That  this  Commission  hereby  authorizes 
the  Bureau  of  Energy  Conservation  to  select  the  California 
Environmental   Internship  Program  as  the  consultant  to  provide 
the  required  services,    and  to  negotiate  and  execute  a 
professional  services  contract  from  March  1,    1989  to  March  22, 
1990,   through  the  Director  of  Purchasing. 


5495b 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MARCH  28  J^89 — - 


Secretary.  Public  Utilities  Comrmssion 


PUBLIC  UTILITIES  COMMISSION 

CrtV  AND  coo  NIT  OF  SAN  FRANCISCO 


RESOLUTION  No. 


83-0109 


WHEREAS,  the  Public  Utilities  Commission  is  committed  to 
equal  employment  Opportunity  and; 

WHEREAS,  it  is  the  expressed  policy  of  the  Public  Utilities 
Commission  that  no  Public  Utilities  Commission  employee  be  denied 
the  enjoyment  of  equal  terms,  privileges  and  conditions  of 
employment  and; 

WHEREAS,  it  is  the  policy  of  the  Public  Utilities 
Commission  to  achieve  equal  employment  opportunity  through  the 
development  and  implementation  of  a  result  oriented  affirmative 
action  program;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  adopts  the  Public  Utilities 
Commission  Affirmative  Action  Plan. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
a.  its  meeUn,  of  MARCH      2  8  19il 


Secretary,  Public  Utilities  Commission 


LEASES  AND  REVOCABLE  PERMITS  EXECUTED  OR  TERMINATED  FOR  QUARTER  ENDING  MARCH  31,  1989 

AGRICULTURE  &  LAND  DIVISION  -  ENGINEERING  DIVISION 
SAN  FRANCISCO  WATER  DEPARTMENT 


PERMIT/ 
LEASE 

NO^  


PERMITTEE/LESSEE 


LOCATION 


PURPOSE 


CONSIDERATION 
PER  YEAR 


COMMENCEMENT 
DATE 


TERMINATION 
DATE 


P-3604        Pleasanton  Unified 
School  District 


Alameda  County 


Preliminary 
engineering  studies , 
surveys  and  soil 
analysis 


2/22/88 


5/31/88 
(Retro) 


L-3479         Boyd  OIney,  Jr. 

dba:   Four  Bar  Cattle  Co. 


Alameda  County  Grazing 


$70,480.00  11/1/82 


7/31/88 
(Retro) 


P-3384-A    Manuel  E.  Garcia 


Alameda  County 


Livestock  Grazing  $      209.00  11/1/82  1/23/89 


P-3534        Manuel  E.  Garcia 


Alameda  County 


Pasture  and  grazing 
of  horses 


$       300.00  5/1/84  1/23/89 


L-3366-A     Richard  Mendoza 


Alameda  County  Grazing 


$  3,190.00  11/1/82 


1/31/89 


L-2702        Peninsula  Sportsmen's 
Club 


San  Mateo  County 


Skeet  and 

trap  shoot ing  course 


$  43.00 
Per  day 


6/1/87 
(Retro) 


L-3598-A    California  Book 
Company 


San  Francisco  County      Book  store  site 
Lands 


$22,500.00  1/1/89 


L-3615-A     King  C.  Electric,   Inc.  San  Mateo  County  Parking 


$  9,660.96  1/1/89 


P-3625        Robert  Macedo 


San  Mateo  County 


Parking,  turnaround 
and  landscaping 


$  408.00 


1/1/89 


PERMIT/ 
LEASE 
NO. 


PERMITTEE/LESSEE 


LOCATION 


PURPOSE 


CONSIDERATION       COMMENCEMENT  TERMINATIOI 
PER  YEAR  DATE  DATE 


P-3616        Homer  J.  Olsen,  Inc. 


P-3614         John  Ura 


P-3619        Pleasanton  School 
District 


89-EP-35     Dorothee  C.  Dary 


P-2655-A    Crippen  &  Flynn 


San  Francisco  County      Temporary  storage  and 

parking  of  trailer 


Alameda  County 


Alameda  County 


San  Mateo  County 


San  Mateo  County 


L-3618        Mr/Mrs  Harold  Greer  dba :         San  Mateo  County 
Four  Seasons  Garden  Center 


L-3623        Richard  Mendoza 


L-3621        Boyd  Olney,   Jr.  dba: 
Four  Bar  Cattle  Co. 


L-3622        Ernest  J.  Pombo 


J9-EP-36     Jamis  H.  MacNiven 


Alameda  County 


Alameda  County 


Sunol  &  San  Antonio 
Lands 


San  Mateo  County 


field  offices. 
Agriculture 


Temporary 
Storage 


Installing  a  6"  diara. 
sanitary  sewer 


Parking  &  landscaping 


Operating  a 
Nursery 


Livestock  grazing 
for  cattle  ranch 


Livestock  grazing 
for  cattle  ranch 


Livestock  grazing 
for  cattle  ranch 


Constructing  an  8"  storm 
drain  &  grading  across 
C.S.   Pipeline  No.  2 


$  6,300.00 


$  150.00 


$  500.00 
(Processing 
Fee) 

$  750.00 


$  2,400.00 
$16,380.00 

$  3,552.50 

$52,860.00 

$11,935.00 


1/1/89 

1/1/89 
1/1/89 

1/27/89 

2/1/89 
2/1/89 

2/1/89 

2/1/89 

2/1/89 
2/8/89 


-2- 


PERMIT/ 
LEASE 

NO.  PERMITTEE/LESSEE  LOCATION 


89-EP-37     Pacific  Bell  Company 


San  Mateo  County 


P-2619-C     Thomas  Bragg 


San  Mateo  County 


P-3438-B     Raymond  Daba  & 

Gerard  Wagstaffe 


San  Mateo  County 


P-2824-A     KMC  Corporation 


Alameda  County 


L-3624        Monojit  Dasgupta  dba :  Alameda  County 

Kid's  Wonderland  Daycare 
Center 


P-3550        Henry  Lubet 


San  Mateo  County 


L-3555-A    Mission  Valley 
Rock  Company 


Alameda  County 


P-3626        City  of  Mountain  View  Santa  Clara  County 


P-3500-A    Treasure  Island  Trailer 
Court  and  Motel,  Inc. 


San  Mateo  County 


89-EP-38     City  of  Santa  Clara  Santa  Clara  County 


PURPOSE 


CONSIDERATION       COMMENCEMENT  TERMINATIO 
PER  YEAR  DATE  DATE 


Installation  of  a 
telephone  pole  at  S.A. 
Filtration  Plant 


Pasturing  & 
stabling  of  horses 


Driveway,  crossover, 
including  paving  and 
fencing 


Parking  and 
Landscaping 

Parking ,  landscaping 
&  playground 


Stabling  and 
pasturing  horses 

Vineyard,  row  crop, 
rock  quarry 


Recreational  Use 


Parking  Mobile 
Homes 


For  street,  sewer, 
landscaping  and 
irrigation 


  2/9/89 

$       736.74  3/1/89 

$   1,320.00  3/1/89 

$  5,856.24  3/1/89 

$  3,300.00  3/1/89 

$  2,892.48  3/1/89 

A  $  202.65/Ac.  3/1/89 
B  $  451.62/Ac. 

  3/1/89 

$  3,240.00  3/1/89 

$  1,000.00  3/7/89 
< Inspection 
Fee) 


PERMIT/ 
LEASE 
HO. 


PERMITTEE/LESSEE 


LOCATION 


G-467-88         FRANK  J.  FOSTER 
G-502-88         KATHERINE  FLUD 
G-532-89         ARTHUR  W.   NELSON,  III 


G-480-88         RALPH  W.  DAVIS 

(Formerly  G-139-80) 


G-481-88         DANIEL  L.  HARPER 

(Formerly  G-140-80) 


G-482-88         JAMES  H.  WICKES 

(Formerly  G-118-80) 


G-483-88         FRED  E.  WATSON 

(Formerly  G-135-80) 

G-485-88         MARVIN  J.  SOH 

(Formerly  G-119-80) 

G-487-88         JUAN  C.  ROMERO 

(Formerly  G-123-80) 

G-488-88         PEDRO  B.  ROMAN 

(Formerly  G-136-80) 


SAN  MATEO  COUNTY 
SAN  MATEO  COUNTY 
ALAMEDA  COUNTY 

ALAMEDA  COUNTY 

ALAMEDA  COUNTY 

ALAMEDA  COUNTY 

ALAMEDA  COUNTY 

ALAMEDA  COUNTY 

ALAMEDA  COUNTY 

ALAMEDA  COUNTY 


PURPOSE 


DOMESTIC  GARDEN  PERMIT 


-4- 


CONSIDERATION 
PER  YEAR 


COMMENCEMENT  TERMINATION 


li 


$5.00 
$5.00 
$5.00 

$5.00 

$5.00 

$5.00 

$5.00 

$5.00 

$5.00 

$5.00 


DATE 

DATE 

Feb. 

1 , 

1989 

NEft' 

(Exp 

1- 

-31-91) 

Mar. 

1, 

1989 

m 

(Exp 

2- 

-28-91) 

Mar . 

1, 

1989 

(Exp 

2- 

-28-91) 

Sept 

1, 

1988 

RENE''. 

nt?  LIU. 
(Exp:  8-31-90) 

Sept.l,  1988 

Retro . 
(Exp:  8-31-90) 

Oct.   1.  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1.  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1.  1988 

Retro. 
(Exp:  9-30-90) 

Oct.    1.  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1.  1988 

Retro. 
(Exp:  9-30-90) 


RENEIU 
RENEWAI. 
RENEWAL 
RENEl^AL 
RENEWAL 
BENEI^'AI^ 


G-489-88 


RODGER  W.  RAGER,  JR. 
(Formerly  G-122-80) 


ALAMEDA  COUNTY 


G-490-88         CHARLES  PROKOP 

(Formerly  G-133-80) 


ALAMEDA  COUNTY 


G-491-88         ERNEST  MUNOZ 

(Formerly  G-114-80) 


ALAMEDA  COUNTY 


G-493-88         DONALD  H.  KING 

(Formerly  G-128-80) 


ALAMEDA  COUNTY 


G-494-88         HARRY  JONES 

(Formerly  G-142~80) 


ALAMEDA  COUNTY 


G-495-88         WILLIAM  B.  JEFFRIES 
(Formerly  G-126-80) 


ALAMEDA  COUNTY 


G-496-88         LARRY  HOFSTETTER 

(Formerly  G-129-80) 


ALAMEDA  COUNTY 


G-497-88         MR.    L.    B.  CROSS 

(Formerly  G-137-80) 


ALAMEDA  COUNTY 


G-498-88         CARL  BRECHTER 

(Formerly  G-134-80) 


ALAMEDA  COUNTY 


G-499-88 


MR.  LOREN  V.  BAINER 
(Formerly  G-131-80) 


ALAMEDA  COUNTY 


PURPOSE 


CONSIDERATION 
PFR  YEAR 


COMMENCEMENT 
DATE 


TERMINATIOI 
DATE 


DOMESTIC  GARDEN  PERMIT 


tt  II 


II  It 


II  II 


II  II 


ti  It 


II  tt 


It  II 


II  II 


$5.00 


$5.00 


$5.00 


$5.00 


$5.00 


$5.00 


$5.00 


$5.00 


$5.00 


$  5.00 


Oct.   1,  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1,  1988 

Retro. 
(Exp;  9-30-90) 

Oct.   1.  1988 

Retro . 
(Exp:  9-30-90) 

Oct.   1,  1988 

Retro. 
(Exp:  9-30-90) 

Oct.    1,  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1,  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1.  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1,  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1,  1988 

Retro. 
(Exp:  9-30-90) 

Oct.   1,  1988 

Retro. 
(Exp:  9-30-90) 


RENEWAL 
RENEWAL 
RENEWAL 
RENEWAL 
RENEWAL 
RENEWAL 
RENEWAL 
RENEWAL 
RENEWAL 
RENEWAL 


PERMIT/ 
LEASE 

NO.  

G-399-86         MRS.   MARY  BESORE  FISHER 


ALAMEDA  COUNTY 


G-500-88         MRS.    GLORIA  W.  EOFF 
(Formerly  G-51-80) 


ALAMEDA  COUNTY 


G-400-86         DR.   PHU  H.  LE 


ALAMEDA  COUNTY 


G-367-86         JOHN  SCHICK 


SAN  MATEO  COUNTY 


G-352-86         ROBERT  S.  SCHMIDT 


SAN  MATEO  COUNTY 


G-345-86         MS.   KATHRYN  SCOTT 


SAN  MATEO  COUNTY 


G-174-80         MRS.    LORRAINE  DILLIE 


ALAMEDA  COUNTY 


G-521-89         FRANK  R.   G.  HARPER 
(Formerly  G-64-80) 


ALAMEDA  COUNTY 


G_528-89         ARNOLD  LYCZEWSKI 

(Formerly  G-86-80) 


ALAMEDA  COUNTY 


PURPOSE 


CONSIDERATION       COMMENCEMENT  TERMINATK 
PER  YEAR  DATE  DATE_ 


DOMESTIC  GARDEN  PERMIT 


$  5.00  Oct.    15,  1988 

Retro . 
(Exp:  10-14-90) 

$  5.00  Nov.     1,  1988 

Retro . 
(Exp:  10-31-90) 

$  5.00  Nov.   15,  1988 

Retro . 
(Exp:  11-14-90) 

$  5.00  Nov.   15,  1988 

Retro. 
(Exp:  11-14-90) 

$  5.00  Nov.   15,  1988 

Retro. 
(Exp:  11-14-90) 

$  5.00  Nov.    15,  1988 

Retro. 
(Exp:  11-14-90) 

$  5.00  Dec.     1,  198^ 

Retro. 
(Exp:  11-30-90) 

$  5.00  Dec.  1- 

Retro. 
(Exp:  11-30-90) 

$  5.00  Dec.     1.  198^ 

Retro. 
(Exp:  11-30-90) 


RENEWAL 
RENESilL 
RENEIU 
RENEWAL 
RENEWAL 

RENEftAl' 
RENEWAL 
RENEWAL 
RENEWAL 
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PERMIT/ 
LEASE 
NO. 


PERMITTEE/LESSEE 


G-378-86  MS.    J.  SEMPIER 


LOCATION 


SAN  MATEO  COUNTY 


G-503-89  MARY  N.  WOLFE 

(Formerly  G-101-80) 


ALAMEDA  COUNTY 


G-182-80  MICHAEL  ROBINSON 


ALAMEDA  COUNTY 


G-185-80  WILBUR  K.  SMITH 


ALAMEDA  COUNTY 


G-115-80  MRS.    RALPH  PEREDA 


ALAMEDA  COUNTY 


G-95-80  ASTRID  KHAN 


ALAMEDA  COUNTY 


G-74-80  ROBERT  BENING 


ALAMEDA  COUNTY 


PURPOSE 


CONSIDERATION  COMMENCEMENT 
PER  YEAR  DATE  


TERMIIlATIoi 
DATE  I 


DOMESTIC  GARDEN  PERMIT 


$5.00  Dec.     1,   1988  RENEWAL 

Retro . 
(Exp:  11-30-90) 

$5.00  Dec.     1,   1988  RENEWAL 

Retro . 
(Exp:  11-30-90) 


1-25-89 
CANCELLED 


1-25-89 
CANCELLED' 


2-8-89 
CANCELLED 


LEASES  OR  PERMITS  DELINQUENT  IN  PAYMENT  FOR  QUARTER  ENDING  MARCH  31,  1989 


AGRICULTURE  &  LAND 

DIVISION 

SAN  FRANCISCO  WATER 

DEPARTMENT 

LEASE/ 

PERMIT 
NO. 

LESSEE/PERMITTEE 

RENTAL 
AGREEMENT 

DELINQUENT 
PERIOD 

TOTAL 
RENT  DUE 

TAXES  AND 
ASSESSMENTS 

TOTAL  DUE 

PRESENT  STATUS 
OF  COLLECTION  EFFORl 

P-3455-A 

Beratlis,  Chris 

$1,100.00 
Semi-Annually 

1/1/89  to 
6/30/89 

$ 

1,100.00 

$  1,100.00 

Making  direct  contae 
requesting  payment. 

P-3487 

Eighty  Four  Lumber 

$314 .36 
Quarterly 

Unpaid  bal. 
1/1-3/31/89 
4/1-6/30/89 

$ 
$ 

314,36 
314.36 

$  628.72 

Making  direct  contac 
requesting  payment. 

P-3384-A 

Garcia ,  Manuel 

$209.00 
Yearly 

Unpaid  bal. 

$ 

52.22 

$  177.26 

Making  direct  contacji 
requesting  payment- ■ 

Garcia,  Manuel 

$300  .00 
Yearly 

it  H 

$ 

125.04 

P-3174 

Kiss,  William  & 
Elizabeth 

$  60.00 
Yearly 

1/1  to 
12/31/89 

$ 

60.00 

$  60.00 

Making  direct  contacji 
requesting  payment  ■ 
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LEASE/ 
PERMIT 
NO. 


LESSEE/PERMITTEE 


RENTAL 
AGREEMENT 


DELINQUENT 
PERIOD 


TOTAL 
RENT  DUE 


TAXES  AND 
ASSESSMENTS 


TOTAL  DUE 


PRESENT  STATUS 
OF  COLLECTION  m 


L-3549A      Moore,  William  &  $1,159.82 
Naify,  Ramsey,   dba :  Monthly 
Nickles  Restaurant 


Unpaid  bal.       $  916.55 


$  2,076.37 


Making  direct  contac| 
requesting  payment.! 


L-3542-A     North  Pointe  $5,682.32 
Business  Park  Assn.  Monthly 


Unpaid  bal.  $12,191.86 


$17,874.18      Making  direct  cont3C| 
requesting  payment. 


P-3168-A     Bardt  Ohlsen 


$324 .00 
Yearly 


12/1/88  to 
11/30/89 


$  324.00 


$  324.00 


Making  direct  contac| 
requesting  payment. 


L-2702         Peninsula  Sports- 
men's Club 


$7,962.00  Unpaid  bal.  $7,962.00 

under  judge- 
ment 885-528 


87-88  $613.38 


8,575.38 


Making  direct  contac] 
requesting  payment. 


P-3522  Renault  &  Handley  $510.75 
Employee's  Investment  Monthly 
Company 


Unpaid 
Balance 


$25,111.75 


$25,  622.50      Has  been  re 


ferred 


watefl 


City  Attorney.  , 
Department  contm 
send  monthly  irivoic^' 


L-3603         Stan  The  Roof 
Man,  Inc. 


$1,358.50 
Monthly 


Unpaid 
Balance 


$  2,658.50 


$  4,017.00 


requesting  paP"^ 
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LEASE/ 
PERMIT 
NO. 


LESSEE/PERMITTEE 


RENTAL 
AGREEMENT 


DELINQUENT 
PERIOD 


TOTAL 
RENT  DUE 


TAXES  AND 
ASSESSMENTS 


TOTAL  DUE 


PRESENT  STATUS 
OF  COLLECTION  EFFI 


P-3375        Stauffer,  Michael 


$170.25 
Yearly 


10/1/88  to  $  170.25 
9/30/89 


P-3215         Sunnyvale,  City  of         $912.00  7/88-12/88         $  912.00 

Semi-Annually     1/89-6/89  $       912. 00 


P-3559        Tosti,  Dennis 


L-3553        Western  Pacific 
Railroad  Company 


$1,136.00  11/1/88  to 

Semi-Annually  4/30/89 


$1,292.00 
Monthly 


Unpaid 
rent 


$  1,136.00 


$40,461.93 


87-88  $19.36 


$      189.61      Making  direct  contac 
requesting  payment. 


$  1,824.00 


$  1,136.00 


$41,753.93 


Making  direct  contaci 
requesting  payment 


Making  direct  contaci 
requesting  payment 


Referred  to  City 
Attorney.  Water 
Department  continues 
send  monthly  invoica 
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ART  AGMOS.  HAVOn 
DEAN  W.  COFFEY.  GENERAL  MANAOEH 

SHERPI  CHtESA 
VICE  PREStOENT 

MUNICIPAL  RAILWAY 

H  WELTON  FLYNN 

WATER  DEPAftTMENn' 

ARTHUR  V.  TOUPIN 

HETCH  HETCHY 

GORDON  CHIN  ^^^^  "        POWE  R 


April  10,  1989 


NOTICE  OF   EXECUTIVE  SESSION 


The  Public  Utilities  Commission  of  the  City  and  County 
of  San  Francisco  will  meet  in  executive  session  on  "Tuesday 
April  11,   1989  immediately  after  the  2:00  P.m.  Public  Utilities 
Commission  meeting,   in  Room  287,  City  Hall,  San  Francisco, 
California,   for  the  purpose  of  discussing  Water  Purchase 
Negotiations,   and  Municipal  Railway  Bus  Accident,   April  3,  1989 
1:30  p.m.,  Larkin  and  Eddy  Streets. 

This  meeting  is  in  compliance  with  California  Government 
Code  Section  54956.9(b)  (1). 


Secretary 


RAB : ava 

cc :     Members ,  PUC 

George  Krueger 
D.  W.  Coffey 


287  CITY  HALL  ■  SAN  FRANCISCO.  CALIFORNIA  94102  -  (415)  554-7316 


M    I    N    U    T    E  S 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF   SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,   City  Hall 
2:00  P.M. 
April   11,  1989 

COMMISSIONERS 
Rodel  E.   Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.   Welton  Flynn 
Arthur  V,  Toupin 
Gordon  Chin 

BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 
Construction  Management 

Financial  Management  and 
Performance  Monitoring 

Information  Systems 

Personnel  and  Training 


DEPARTMENTS 
Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


Dean  W.  Coffey 
GENERAL  MANAGER 


Romaine  A,  Boldridge 
SECRETARY 


89-056 


Call   to  Order:     2:10  P.M. 


Present : 


Excused : 


President  Rodel  E,  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  Arthur  V.  Toupin. 

Commissioner  H.  Welton  Flynn  arrived  at  2:15  p.m. 
Commissioner  Gordon  Chin. 


on  motion  of  Toupin,  seconded  by  Chiesa,  the  Minutes  of  the  regular 
meeting  of  March  28,   1989  were  approved.  regular 

A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretarv  nf 
the  Public  Utilities  Commission,  Secretary  of 

RESOLUTION 
NO. 

On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 


89-0110 


Rescheduling  the  date,   time  and  place  for  a  pujDlic 
hearing  to  consider  proposals  for  rate  increases  for 
water  service  and  water  supplied  by  the  San  Francisco 
water  Department,   from  Tuesday,   April  25,   1989  at 
2:00  p.m.   in  Room  282,  City  Hall,   San  Francisco  to 
Tuesday,   May  9,   1989  at  2:00  p.m.   in  Room  282,  City 
Hall,   San  Francisco.  ^ 

Vote:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin 


89-0111 


MR 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Requesting  the  Controller  to  draw  warrants  in  payment 
|37^50r^  against  the  Municipal  Railway,  totaling 


VOTE : 


Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


89-0112 


MR 


on  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Approving  Revolving  Fund  payments  made  by  the 

il7T42S  n^'^?"  Contracts,  totaling 

$179,425  02,   for  settlement  of  claims  against  the 
Municipal  Railway,   in  the  month  of  February,  1989, 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


89-057 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0113         MR       Approving  collections  in  the  amount  of  $25,006,05  and 
write-off  compromise  settlements  in  the  amount  of 
$204.50,   for  payment  of  damage  claims  which  the 
Municipal  Railway  has  against  miscellaneous  debtors 
for  the  month  of  March,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0114        WD      Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,  and  authorizing  Bid  Call 
for  San  Francisco  Water  Department  Contract  No. 
WD-2039,  Repaving  of  Street  and  Sidewalk  Openings  for 
the  San  Francisco  Water  Department  for  the  Fiscal 
Year  Ending  June  30,  1990, 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0115         WD       Accepting  the  work  performed  under  San  Francisco 

Water  Department  Contract  No,  WD-2016,   Sunol  Valley 
Water  Treatment  Plant  -  Sludge  Scraper  Replacement, 
as  satisfactorily  completed;  approving  Contract 
Modification  No.   1  in  the  amount  of  $7,150.92;  and 
authorizing  final  payment  in  the  amount  of  $4,428.94 
to  Stacy  and  Witbeck,   Inc./Rogers/Genner ,  AJV,, 
Contractor . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0116         WD       Accepting  the  work  performed  under  Professional 

Services  Contract  CT-70007,   covering  services  to  the 
San  Francisco  Water  Department  in  connection  with 
waste  water  survey,   as  satisfactorily  completed;  and 
authorizing  final  payment  in  the  amount  of  $5,801,80 
to  Pitometer  Associates,  Consulting  Engineers. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0117         GM       Adopting  the  reorganization  plan  for  staffing  PUC's 

Environmental  Health  and  Safety  Program  and  directing 
staff  to  include  the  approved  staffing  in  the  budget 
for  Fiscal  Year  1989-90. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


89-058 


On  motion   of   Toupin,    seconded   by  Chiesa,  the 
following   resolution  was  adopted: 

89-0118         WD       Approving  the  agreement  with  the  California 

Department  of  Water  Resources  for  construction  of  the 
necessary  facilities  to  allow  transfer  of  water  from 
the  State's  South  Bay  Aqueduct  to  San  Francisco's  San 
Antonio  Reservoir,   in  an  amount  not  to  exceed 
$350,000  with  funds  available  in  the  Water 
Department • s  Capital  Improvement  Budget  for  new 
feeder  mains, 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0119        MR      Authorizing  the  General  Manager  of  the  Municipal 
Railway  to  extend  the  contract  with  N-Graphic,  a 
design  consultant,  through  June  30,   1991,  in  an 
amount  not  to  exceed  $100,000   in  each  fiscal  year. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0120         MR       Authorizing  the  General  Manager  of  the  Municipal 
Railway  to  issue  and  distribute  300  complimentary 
3-day  transportation  passes  to  participants  of  the 
Women's  Transit  Seminar  -  1989  National  Conference  to 
be  held  in  San  Francisco  May  17  -  19,  1989, 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin 


On  motion  of  Toupin,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0121         MR       Authorizing  the  General  Manager  of  Public  Utilities 
to  solicit  qualification  statements  from 
environmental  management  consulting  firms  to  provide 
"as  needed"   services  at  Municipal  Railway  facilities 
for  compliance  with  regulations  regarding  hazardous 
materials,  for  a  period  of  thirty-six  months  at  a 
cost  not  to  exceed  $1,000,000.00, 

VOTE:     Ayes  -  Rodis,  Chiesa,  Toupin 
Noes  -  Flynn 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0122         MR       Authorizing  the  transfer  of  $150,000  from 

CAO-Insurance  and  Risk  Reduction  and  $150,000  Bureau 
of  Light  Heat  and  Power  for  a  total  of  $300,000  to 
Municipal  Railway's  Workers  Compensation  account  to 
cover  projected  deficit. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


89-059 


} 

On   motion   of   Chiesa,    seconded  by  Toupin,  the 
following   resolution  was  adopted: 

MR       Author izing   the  General   Manager   of   Publ ic  Utilities 
to  negotiate  and  execute  a  lease  of  approximately 
25,000  square  feet  of  parking  space  from  the  Port  of 
San  Francisco  to  store  motor  coaches ,   for  a  term  to 
commence  as  early  as  April  17,  1989  and  terminate  no 
later  than  July  31,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
lesolution  was  adopted: 

EC      Authorizing  the  Bureau  of  Energy  Conservation  to 
select  Bules  and  Associates  to  provide  consulting 
services;  and  to  negotiate  and  execute  a  professional 
services  contract  for  $5,000  through  the  Director  of 
Purchasing . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 


******** 

Report  of  the  General  Manager 
Notice  of  Public  Hearing 

Mr.   Dean  Coffey,  General  Manager  of  Public  Utilities,   reported  that 
due  to  a  foul-up  at  the  Examiner  the  Notice  of  Public  Hearing  to 
Consider  Revised  Schedules  of  Rates  and  Charges  to  be  Charged  by  the 
San  Francisco  water  Department  did  not  get  published  in  the  Examiner, 
and  that  Romaine  Boldridge,  Secretary,   Public  Utilities  Commission, 
would  comment  on  what  happened. 

MS.   Boldridge  stated  that  today  at  11:30  a.m.   the  California 
Newspaper  Service  Bureau,   the  company  with  which  we  place  our  ads  in 
the  Examiner,   advised  that  the  Examiner   failed  to  publish  the  notice 
on  Monday,  April  10  because  of  a  computer  error*     she  said  that  meant 
the  legal  requirements  for  a  hearing  on  April  25  were  not  met  and 
staff  was  asking  the  Commission  to  do  two  things:   1)  determine  that 
the  need  to  act  upon  this  matter  came  up  after  the  calendar  was 
published;   and  2)   reschedule  the  hearing  for  Tuesday,   May  9,  with 
material  available  to  the  public  beginning  May  1. 

President  Rodis  suggested  that  for  the  record  a  letter  be  written  to 
the  Examiner  advising  of  the  consequences  this  caused. 

Commissioner  Toupin  moved.  Commissioner  Chiesa  seconded,   to  hear  the 
matter  at  this  time.     The  motion  passed  unanimously,     on  motion  of 
Commissioner  Toupin,   seconded  by  Commissioner  Flynn,   the  date  of  May 
9,   1989  was  set  for  the  public  hearing.     Resolution  No,   89-0110  was 
unanimously  adopted, 

******** 


89-060 


89-0123 


89-0124 


I 


Resolution   No.    89-0117   —  Adopting   the  Reorganization   Plan  for 
staffing  PUC's  Environmmental  Health   and  Safety  Program. 

Mr.   Dean  Coffey  stated  this  was  a  restructuring  of  the  Safety 
Department   into  two  separate  units  —  a  Health  and  Environmental 
Section  and  a  Safety  Section  under  a  manager.     He  said  the  program 
included  the  same  number  of  budgeted  people,  and  just  reorganized  and 
redefined  their  positions.     Also,  with  this  new  program  the  department 
would  be  preventing  safety  and  health  problems  rather  than  just 
responding  to  them  after  they  have  happened. 

On  motion  by  Commissioner  Toupin  and  seconded  by  Commissioner  Chiesa, 
Resolution  No.  89-0117  was  approved. 

******** 

Resolution  No.  89-0120  —  Authorizing  the  General  Manager  of  the 
Municipal  Railway  to  Issue  and  Distribute  300  Complimentary  3-Day 
Transportation  Passes  to  Participants  of  the  Women's  Transit  Seminar  - 
1989  National  Conference. 

Mr.  Jaimie  Levin,  Director,  Community  Affairs,  San  Francisco  Municipal 
Railway,   commented  that  the  Women's  Transit  Seminar  was  a  national 
organization  promoting  the  professional  development  of  women  in  all 
aspects  of  transportation.     The  organization  had  2,000  members  and  300 
were  anticipated  to  attend  the  conference.     He  said  the  Commission  was 
being  requested  to  support  this  program  and  allow  complimentary  passes 
to  the  delegates,  and  that  APTA  delegates  were  given  free  passes  when 
they  were  in  San  Francisco  for  their  conference.     He  said  a  number  of 
the  seminars  would  be  of  considerable  value  to  the  Municipal  Railway 
on  a  professional  level  and  that  complimentary  passes  were  being  given 
to  our  staff  to  attend  the  seminars. 

In  his  comments.   Commissioner  Flynn  raised  the  question  of  whether  we 
should  stop  issuing  free  passes  to  organizations  coming  to  San 
Francisco  for  any  purpose,   other  than  to  the  Navy.     He  said  the  300 
delegates  riding  the  system  free  was  not  going  to  make  a  difference  at 
all  to  the  dollar  value  which  Muni  will  lose  but  he  was  concerned 
about  the  perception  of  the  general  public  that  we  continue  to  raise 
fares,   cut  service,   and  then  give  away  free  services. 

Ms.  Rebecca  Kolstrand,  Chair   for  the  women's  Transit  Conference, 
stated  she  had  been  working  with  the  Municipal  Railway  and  other  Bay 
Area  transit  agencies  over  the  past  year  to  get  passes  for  their 
members.     Because  it  is  a  transportation  organization  she  felt  it  was 
important  not  only  to  highlight  our  own  transportation  system  in  the 
City  but  also  throughout  the  Bay  Area,  and  one  of  the  ways  to  do  that 
was  through  Municipal  Railway  participation.     She  said  the  Women's 
Transit  Conference  was  furnishing  4  passes  to  the  opening  reception 
and  3  passes  to  attend  the  full  3-day  event.     Ms.   Kolstrand  urged 
Commiss ion  support . 

Commissioner  Toupin  moved  to  accept  staff  recommendation  to  issue  the 
complimentary  passes.     Commissioner  Chiesa  seconded.  Commissioners 
Rodis,  Chiesa  and  Rodis  voted  "Aye".     Commissioner  Flynn  voted  "Mo". 

******** 

Resolution  No,   89-0121  —  Authorizing  the  General  Manager  of  Public 
Utilities  to  solicit  qualification  statements  from  environmental 
management  consulting  firms  to  provide  "as  needed"   services  at 
Municipal  Railway  facilities  for  compliance  with  regulations  regarding 
hazardous  mater ials, 

Ms.  Jo  Ivester,   Deputy  General  Manager  of  Engineering  and 
Administration,  Municipal  Railway,   stated  that  the  Commission  had 
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previously  authorized  $150,000   for   solicitation  of  proposals  for 
professional  environmental  management   consulting  service  for 
identifying  work   that  must  be  performed  at  each  Municipal  Railway 
facility  to  come  into  compliance  with  all  laws  and  regulations 
regarding  the  storage,   use,   disposal  and  recycling  of  hazardous 
materials.     Staff  has  since  recommended  that  the  scope  of  work  be 
expanded  to  include  site  characterization  and  remediation,  tank 
testing  and  certification  on  an  "as  needed"  basis  to  enable  the 
Municipal  Railway  to  gain  competent  assistance  on  short  notice  from 
experienced  consultants.     The  Commission  is  being  requested  to 
authorize  solicitation  of  qualification  statements  to  provide  the 
required  services.     She  said  this  program  had  been  developed  working 
closely  with  the  Department  of  Public  Health  and  the  City  Attorney's 
office . 

President  Rodis  questioned  the  work  the  contractor  would  be  doing  in 
relationship  to  our  own  Environmental  Health  and  Safety  staff, 
approved  earlier  in  the  meeting. 

Mr.   Bill  Lee,   Assistant  Director  -  Toxics,  San  Francisco  Health 
Department,  stated  that  former  Mayor  Dianne  Feinstein  had  originally 
given  the  Department  of  Public  Health  the  responsibility  of 
coordinating  the  City's  program.     They  were  the  lead  agency,  working 
with  the  District  Attorney,  City  Attorney  and  other  City  departments, 
and  they  felt   it  was  very  advantageous  to  use  a  third  party.     He  said 
they  had  been  working  very  closely  with  PUC  and  the  Municipal  Railway 
and  that  the  efforts  of  the  Environmental  Health  and  Safety  staff 
would  not  be  a  duplication  of  work. 

Commissioner  Flynn  inquired  about  the  source  of  the  funds.  Ms. 
Ivester  advised  that  $150,000  had  already  been  earmarked  in  the  PUC 
Safety  Office  budget,   and  staff  would  look  for  additional  money  in 
three  basic  places:     1)   in  the  operating  budget  Contractual  Service; 
2)  Material  and  Supplies;  and  3)   in  the  area  of  Services  of  Other 
Departments  where  they  had  money  and  work  orders  to  Department  of 
Public  Health  that  had  not  been  spent.     She  said  there  also  was  the 
Capital  Improvement  Program  where  in  some  instances  one  improvement 
could  be  deferred  in  favor  of  one  more  directly  tied  to  hazardous 
materials  handling. 

On  motion  by  Commissioner  Toupin  and  seconded  by  Commissioner  Chiesa, 
Resolution  No.   89-0121  was  approved. 

******** 

Resolution  No.   89-0133  --  Authorizing  the  General  Manager  of  Public 
Utilities  to  negotiate  and  execute  a  lease  of  approximately  25,000 
square  feet  of  parking  space  from  the  Port  of  San  Francisco  to  store 
motor  coaches. 

Mr.  William  Stead,   General  Manager,  San  Francisco  Municipal  Railway, 
stated  that  over  the  next  year  the  department  will  be  purchasing  56 
40-ft  buses  and  45   30-ft.   buses,  and  that  this  space  is  required  to 
store  buses  that  are  being  scrapped  out  of  the  fleet  while  they  are 
being  processed  for  disposal.     The  space  will  allow  for  storage  of  50 
buses  off  property,     with  the  new  buses  coming  in  and  the  old  buses 
sitting  on  the  property  waiting  for  disposal  it's  hindering  Muni's 
ability  to  move  buses  around  and  to  operate  properly^ 

Commissioner  Chiesa  asked  whether   the  problem  arose  because  the 
purchaser  of  the  buses  failed  to  remove  the  vehicles ^ 

Mr.  Stead  replied  in  the  affirmative.     He  stated  that  the  sale  was 
advertised  and  the  high  bid  accepted  but  rather  than  removing  the 
buses  per  the  contract  the  contractor  started  cutting  up  and 
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salvaging   the   buses   on   the   site.      The   contractor   did   not  anticipate 
finding  a  major   amount  of  plywood.      The  bidder   assumed  the  buses  wer. 
all  metal.      This  has  resulted   in  a   situation  where   the  buses  are  not 
being  disposed  of  in  a  proper  and  timely  manner. 

President  Rodis  asked  whether   the  contractor  could  be  compelled  to 
remove  the  buses  based  on  the  terms  of  the  contract. 

Mr.  Stead  said  this  could  be  done  but  staff  was  trying  to  remedy  thi 
situation  with  less  drastic  measures  and  that  they  were  working  with 
the  Purchasing  Department  for  appropriate  action. 

On  motion  by  Commissioner  Chiesa  and  seconded  by  Commissioner  Flynn, 
Resolution  No.  89-0133  was  adopted. 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:22  P.M. 


ROMAINE   A.  BOLDRIDGE 
Secretary 
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puBLio  u  r(Liri[£:t>  ooivirviissiON 

CnV  AND  COUNtY  OP  SAN  rnANCISCO 


RESOLUTION  No 


WHEREAS,  This  Commission  adopted  Resolution  No,  89-0101  on  March  28, 
1989  setting  the  date  of  April  25,  1989  for  public  hearings  on  water  rates;  and 

WHEREAS,  The  official  newspaper  for  the  City  and  County  of  San 
Francisco,  The  Examiner,  failed  to  publish  the  notice  on  April  10,  1989  as 
requested  due  to  a  computer  error;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  finds  that  the  need  to  act  on  this 
matter  arose  after  the  calendar  for  April  11,  1989  was  published;  and  be  it 
further 

RESOLVED,  That  this  Commission  hereby  designates  Tuesday,  May  9,  1989 
at  2:00  P.M.  in  Room  282,  City  Hall,  San  Francisco  as  the  date,  time  and  place 
for  a  public  hearing  by  the  Public  Utilities  Commission  for  considering 
proposals  for  rate  increases  for  water  service  and  water  supplied  by  the  San 
Francisco  Water  Department  to  retail  customers;  and  be  it  further 

RESOLVED,  That  this  Commission  hereby  designates  Tuesday,  May  9,  1989 
at  2:00  P.M.  in  Room  282,  City  Hall,  San  Francisco  as  the  date,  time  and  place 
for  a  public  hearing  by  the  Public  Utilities  Commission  for  considering 
proposals  for  rate  increases  and  rate  structure  adjustments  for  water  service 
and  water  supplied  by  the  San  Francisco  Water  Department  to  wholesale 
customers;  and  be  it  further 

RESOLVED,  That  the  revenue  requirements  and  an  analysis  of  the  rate 
increases,  rate  structure  adjustments  and  additional  charges  be  made  available 
for  public  inspection  and  review  beginning  Monday,  May  1,  1989,  in  Room  287, 
City  Hall,  San  Francisco. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
a.  US  meeHn,  of  APRIL       1 1  W89 


Secrelary.  Public  l/tUjties  Commis^on 


PUBLIC  UTILITIES  COIVirVIISSION 

CrrV  ANO  COUNTY  OF  SAN  FnANCISfO 


RESOLUTION  No.       ^jfl— 01.1.X  A- 1  1-89 


RESOLVED,         That  on  recommendation  of  the  General  Manager  of 
Public  Utilities,   the  Manager,   Bureau  of  Claims  and  Contracts;  thereof 
and  the  City  Attorney,  this  commission  approved  and  hereby  requests  the 
Controller  to  allot  funds  and  to  draw  warrants  against  such  funds  as  are 
or  will  be  available  in  payment  of  claims  aganist  the  Municipal  Railway. 

Muni  No.  Accidnet 
Claiment  &  Prayer  Type        Date  PI/PD  Settlement 

Non-litigated  Settlement 
None 

Litigated  Settlement 
None 

Judgments 

SHUK-KUAN  WANG  82B5177-1  3-7       9-23-82  PI  $37,500.00 

$65,000.00 


$37,500.00 


Total  Settlements:  (1) 


Index     632091  Sub-object  U50 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APRIL         1  1  J3R9 


ujaaa    _ 

Secretary.  Public  Utilities  Corifmii 


mission 
4-U-89 


PUBLIC  UTILITIES  COIVlIVllSSIOrM 

Cmf  AHO  COUNTY  OF  SAN  FHANCISCO 


RESOLUTION  No. . 


RESOLVED ,  Tha  t  this  Commi  ss  i  on  hereby  approves , 
in  accordance  with  Resolution  No.  77-0184,  adopted  April  12, 
197  7  ,  payment  of  claims  in  the  amount  of  $179,425.02,  made 
by  the  Municipal  Railway,  month  of  February,  1989,  per 
Revolving  Fund  Direct  payment  Nos.:  CL0130,  CL0132  and  per 
Revolving  Fund  Direct  Payment  Nos.:  CL0122,  CL0123,  CL0125, 
CL0126,   CL0127  and  CL0128. 


/  hereby  certify  that  the  foregoing  resolution  mas  adopted  by  the  Pnblic  Utilities  Commission 
at  its  meeting  of  

 APRIL     1 11989 


Secretary,  Public  Utilities  Comrmssio 


J  UBLIC  UTILITIES  COMMISSION 


CrT>  AMD  COUNTV  OF  SAN  FRANCISCO 


RESOLUTION  No. 


RESOLVED,  That  this  Commission  on  the  recommendation  of 
the  General  Manager  of  Public  Utilities,  Department 
Managers  and  the  City  Attorney,  hereby  approves  collection 
of  charges  for  damages  against  San  Francisco  Munic  ipa 1 
Railway  from  miscellaneous  debtors  in  the  amount  of 
$25,006.05  and  write-off  compromise  reductions  for 
comparative  negligence  in  the  amount  of  $204.50  for  the 
month  of  March  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


APRII 


1 1 1989 


public:  utiuities  commission 

CftV  AND  COUNTV  OF  SAN  FMNG'SCO 


RESOLUTION  No.  H^'^O^^^ 


RESOLVED,  That  the  Public  Utilities  Commission  does  hereby  note 
that  the  project  whi ch  is  the  subject  of  thi s  resol uti on  has  been 
determined  by  the  Department  of  City  Planning  to  be  categorically  exempt  as 
a  Class  1(b)  project  under  the  State  Guidelines  Implementing  the  California 
Environmental  Quality  Act,  and  be  it  further 

RESOLVED,  That    this    Commission    hereby    authorizes    Bid    Call  as 

follows: 

San  Francisco  Water  Department  Contract  No.  WD-2039  -  Repaying  of 
Street  and  Sidewalk  Openings  for  the  San  Francisco  Water  Department 
for  the  Fiscal  Year  Ending  June  30,  1990. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    APRIL      1 1 J989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CjrV  ANO  COONTV  OF  SAN  TRANCI^O 


RESOLUTION  No.  _ 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  the 
San  Francisco  Water  Department  Contract  No.  WD-2016,  Sunol  Valley  Water 
Treatment  Plant  -  Sludge  Scraper  Replacement,  as  satisfactorily  completed; 
approves  Credit  Modification  No.  1  in  the  amount  of  $7,150.92;  and 
authorizes  final  payment  in  the  amount  of  $4,428.94  to  the  Contractor, 
Stacy  and  Witbeck,  Inc./Rogers/Genner,  AJV. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    &PB1L  11  1989 


um  

Secretan,:  Public  Utilities  ConwniVs 


Jtine;  uiiLiriES  coivifviisiiiiorsi 

CdV  ANO  COUNTY  OF  BAN  PRAHCISCO 


RESOLUTION  No. 


RESOLVED,  That  this  Commission  hereby  accepts  the  work  as  being 
satisfactorily  completed  and  approves  final  payment  in  the  amount 
of  $5,801.80  to  the  Pitometer  Associates,  Consulting  Engineers, 
covering  services  to  the  San  Francisco  Water  Department  in  connection 
with  water  waste  survey  under  agreement  dated  September  8,  1987. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


APRIL  11M9 


Secretary,  Public  Utilities  Lu/nmission 


PUSLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTV  OF  SAN  PRANCISCO 


RESOLUTrON  No. 


WHEEIEAS,  Positions  were  budgeted  for  Fiscal  Year  1988-89  to 
Implement  a  comprehensive  program  addressing  environmental  health  and 
safety  Issues  throughout  the  Public  Utilities  Commission;  and 

WHEREAS,  To  Insure  an  effective  organization  and  management, 
staff  has  recommended  a  reorganization  of  the  budgeted  positions;  and 

WHEREAS,  Said  reorganization  will  be  at  no  cost  to  the 
Commission  and,  in  fact,  will  result  in  a  savings  of  at  least  $24,611; 
and 

WHEREAS,  This  Commission  finds  that  the  environmental  health 
and  safety  of  its  employees  Is  of  paramount  importance;  now,  therefore, 
be  it 

RESOLVED,  That  the  Public  Utilities  Commission  adopts  the 
recommended  staffing  proposal,  including  the  new  positions  of  Manager, 
Environmental  Health  and  Safety,  and  Safety  Analyst,  and  directs  staff 
to  include  these  positions  in  the  Budget  for  Fiscal  Year  1989-90. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  AERIL  11  1989l 


Secretary. 


Public  Utilities  C0nmi 


HUBLIC  UTILITIES  COMMISSION 

crrr  and  countv  op  s&n  francisco 


RESOLUTtON  No. 


83-0118 


WHEREAS,   The  drought  has  caused  the  Water  Department  to  seek 
additional  water  supplies   in  order  to  minimize  the  hardships  of 
water  rationing  in  both  San  Francisco  and  the  suburban  areas;  and 

WHEREAS,   The  majority  of  possible  additional  water  sources 
require  delivery  through  the  Delta  and  the  South  Bay  Aqueduct  of  the 
State  Water  Project  to  San  Francisco's  San  Antonio  Reservoir  in 
Alameda  County;  and 

WHEREAS,  Delivery  of  additional  water  supplies  to  San  Antonio 
Reservoir  requires  construction  of  outlet  facilities  at  the  South 
Bay  Aqueduct  by  the  California  Department  of  Water  Resources;  now, 
therefore ,   be  it 

RESOLVED,   That  this  Commission  approves  the  agreement  with  the 
California  Department  of  Water  Resources  for  construction  of  the 
necessary  facilities  to  allow  transfer  of  water  from  the  State's 
South  Bay  Aqueduct  to  San  Francisco's  San  Antonio  Reservoir  in  an 
amount  not  to  exceed  $350,000.00  with  funds  available  in  the  Water 
Department's  Capital  Improvement  Budget  for  new  feeder  mains, 
32-001-387225-601-01. 


OOllf-20 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

  APRIL  111989 


Secretary,  Public  Utilities  Comrmssic 


PUBL.IC  UTILITIES  OOIVIMIS3ION 

cm  UNO  COUNXV  OF  SAN  FRANCI5<:0 


RESOLUTION  No. 

WHEREAS,  the  Public  Utilities  Commission  has  need  of  the  professional  services 
of  a  person  or  firm  to  provide  it  with  marketing,  advertising,  and  creative 
design  services  on  an  "as  needed"  basis  in  support  of  various  passenger 
education,  information,  and  promotional  programs  of  the  Municipal  Railway;  and 

WHEREAS,  the  firm  of  N-Graphic's  proposal  was  selected  from  the  proposals  that 
were  submitted,  after  Requests  for  Proposals  for  a  consultant  to  provide  these 
services  were  widely  circulated  to  firms  that  could  provide  these  services, 
including  minor ity-and  woman-owend  firms;  and 

WHEREAS,  N-Graphic  has  performed  admirably  in  FY  87-88  and  88-89,  providing 
the  Municipal  Railway  with  high-quality,  professional  work;  and 

WHEREAS,  the  Municipal  Railway  and  its  patrons  have  benefited  immeasureably 
from  the  continuity  of  design  and  the  clarity  of  presentation  of  the  passenger 
information  materials  prepared  by  N-Graphic;  and, 

WHEREAS,  it  is  in  the  best  interests  of  the  Municipal  Railway  and  its  patrons 
to  continue  the  design  theme  established  by  N-Graphic;  and 

WHEREAS,  N-Graphic,  a  locally  woman-owned  firm,  has  faithfully  and 
successfully  achieved  the  PUC's  Affirmative  Action  and  MBEA^BE  goals  and 

objectives;  and 

WHEREAS,  this  Commission  has  previously  approved  the  contract  with  N-Graphic 
in  FY  87-88  and  FY  88-89  Resolution  Numbers  87-0401  and  88-0368  respectively; 
and 

WHEREAS,  by  mutual  consent  with  N-Graphic  the  Municipal  Railway  wishes  to 
exercise  the  two  (2)  year  extension  option  that  was  incorporated  in  the 
initial  Request  for  Proposals  Resolution  Number  87-0271;  and 

WHEREAS,  this  resolution  is  only  an  authorization  to  spend  up  to  the  amount 
specified  and  is  not  a  commitment  of  funds;  now,  therefore,  be  it 

RESOLVED,  that  this  commission  authorizes  the  General  Manager  of  the  Municipal 
Railway  to  extend  the  Railway's  contract  with  N-Graphic,  a  design  consultant, 
through  June  30,  1991,  in  an  amount  not  to  exceed  $100,000  in  each  fiscal  year. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APRIL  44  1989^  


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FnANCISCO 


RESOLUTION  No.  ^9  Q  A*^, 

WHEREAS,  the  Women's  Transit  Seminar  will  hold  its  1989  National  Conference  in 
San  Francisco  May  17  -  19,  1989;  and 

WHEREAS,  San  Francisco  is  honored  to  have  a  prestigious  transit  oriented 
organization  such  as  Women's  Transit  Seminar  to  hold  its  annual  conference  in 
San  Francisco;  and 

VfflEREAS,  to  express  it  appreciation  to  the  Women's  Transit  Seminar  for  holding 
its  annual  conference  in  San  Francisco,  the  Municipal  Railway  wishes  to 
distribute  300  complimentary  three  (3)  day  passes  to  its  participants;  and 

WHEREAS,  APTA  was  issued  5,000  three  (3)  day  complimentary  passes  when  it  held 
its  Annual  Conference  in  San  Francisco  in  1987;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  authorizes  the  General  Manager  of  the  Municipal 
Railway  to  issue  and  distribute  300  complimentary  three  (3)  day  transportation 
passes  to  the  participants  of  the  Women's  Transit  Seminar  for  their  1989 
National  Conference  to  be  held  in  San  Francisco  on  May  17  -  19,  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APRIL       1 1  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COIVlIVllS:ilOrNJ 

C/TV  AND  COUNTY  OF  SAN  FHANCISCO 


RESOLUTION  No. 


WHEREAS,   Under  Resolution  No.   89-0053  adopted  February  14,    1989,  this 
Commission  authorized  the  General  Manager  of  the  Public  Utilities 
Commission  to  solicit  proposals  for  professional  environment  management 
consulting  services  for  identifying  work  that  must  be  performed  at  each 
Railway  facility  to  come  into  compliance  with  all  laws  and  regulations 
regarding  the  storage,    use,   disposal  and  recycling  of  hazardous  materials; 
and 

WHEREAS,   After  further  investigation,    staff  has  recommended  that  the 
scope  of  work  be  expanded  to  include  site  characterization  and  remediation, 
tank  testing  and  certification,  and 

WHEREAS,   As  it  has  been  determined  that  these  services  may  be  required 
in  all  or  any  areas  of  hazardous  materials  audits,   handling,  disposals 
and/or  in  areas  of  site  characterization  or  remediations ;  and 

WHEREAS,    The  timing  of  any  necessary  assistance  and  professional 
services  cannot  always  be  anticipated  or  pre-scheduled;  and 

WHEREAS,   The  services  of  a  consulting  environmental  engineering  firm 
retained  for  the  purpose  of  providing  such  services  on  an  "as  needed" 
basis,   will  facilitate  the  timely  execution  of  certain  office  and  field 
engineering  functions,    schedule  and  remediation  problems;   now  therefore  be 
it 

RESOLVED,   That  this  Commission  authorizes  the  General  Manager  of  the 
Public  Utilities  Commission  to  solicit  qualification  statements  to  provide 
the  required  services  for  a  period  of  thirty-six  months  at  a  cost  not  to 
exceed  $1,000,000.00  subject  to  funds  being  made  available. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

•    .  *   APRIL  111989 

at  its  meeting  of  _  ! —  ^  


Secretary.  Public  Utilities  Cq^mi 


HUfcJLIO  UTILITIES  OOMMtSSION 

CITY  AND  COUNT*  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,     Higher  than  anticipated  claim  payments 
will   result   in  a  $300,000  deficit   in  Muni's  Workers 
Compensation  budget;  and 

WHEREAS,     Surplus  funds  are  available  for  transfer 
from  CAO-Insurance  and  Risk  Reduction  in  the  amount  of  $150,000 
and  from  the  Bureau  of  Light,  Heat  and  Power  in  the  amount  of 
$150 , 000 ;  and 

WHEREAS,     Payment  of   such  claims  are  mandated  under 
State   law,    now,   THEREFORE,   BE  IT 

RESOLVED,   That  the  Public  Utilities  Commission 
authorizes  the  transfer  of  $150,000  from  Object  365, 
CAO-Insurance  and  Risk  Reduction,   and  $150,000  from  Object  330, 
Bureau  of  Light,   Heat  and  Power  to  Object  370,  Workers 
Compens  at  ion . 


0406M 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

APRIL  111989 


at  its  meeting  of. 


Secretary,  Public  Utilities  Comnissi 


 • — 1 

RESOLUTION  No. 


PUBUIC  UTILITIES  COMMISSION 

CfTV  AND  COUMTV  OF  SAN  FRANCISCO 


WHEREAS,    the  Municipal  Railway  has  inunediate  need 
for  approximately  25,000  square  feet  of  parking  space 
for  up  to  three  months  to  store  motor  coaches  while 
they  are  awaiting  disposition;  and 

WHEREAS,    the  Port  of  San  Francisco  has  such  space 
currently  available;   now  therefore,   be  it 

RESOLVED,    this  Commission  authorizes  the  General 
Manager  of  Public  Utilities  to  negotiate  and  execute  a 
lease  of  approximately  25,000  square  feet  of  parking 
space  from  the  Port  for  a  term  to  commence  as  early  as 
April  17,    1989  and  terminate  no  later  than  July  31,  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    APRIL  nm 


retary.  Public  Utilities  Commission 


Secretary, 


PUBLIC  UTILITIES  COMMISSION 

CJTY  AND  COUMTV  OF  SAN  f 


RESOLUTION  No. 


WHEREAS ,    the  Bureau  of   Energy  Cons er vat  ion   is  engaged 
in  a  continuing  effort  to  promote  energy  efficiency  in  the 
municipal  and  private  sectors;  and 


WHEREAS ,    the  City  has  prepared   and  approved   an  Energy 
Element   to  the  Comprehensive  Plan  of   the  City  and  County  of  San 
Francisco  which,    in  part,    calls    for   long   term  energy  plans  for 
the  publ ic  and  pr i va te  sector s ; and 


WHEREAS ,    the   Bureau  of   Energy  Conserva  t  i  on  has 
received  a  grant  of   ^65,000   from  the  U.S.    Depar tment  of  Energy 
to  suppor t    it's   project   entitled,    "The  Sustainable  City";  and 


WHEREAS ,    the  Bureau   is  working  as  a  partner  together 
with   the  cities  of   San  Jose,    CA,    Portland,    OR  and   the  State  of 
Washington  on  a  coopera t  i  ve  effort   to   increase   the  City's 
economic  heal th ,    security  and  environmental  quality  through 
long-term  energy  planning;  and 


WHEREAS,    facilitated  workshops   are  a  key  component  of 
the   strategic  planning  process  of   the   "Sustainable  City 
project;  and 


WHEREAS,    the  Bureau  of  Energy  Conservation  has 
evaluated  proposals   to  support    its   strategic  planning  effort, 
and  has  determined   the   firm  of   Bules  and  Associates   to  be  the 
most  highly  qualified;   THEREFORE  be  it 

RESOLVED,    that   this  Commission  hereby  authorizes  the 
Bureau  of   Energy  Conserva t  ion  to  select   Bules  and  Assoc iates  to 
provide   the  required   services,    and   to  execute  a  professional 
services  contract   for  $5,000  through   the   Direct or  of  Pur chas i ng . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    fiPRlL  LU98S 


n  1989  

~Secretary,  Public  Utilities  Commission 


San  Francisco  water  Department 


MEMORANDUM 


DATE: 


April  20,  1989 


TO: 


FROM: 


General  Manager,  Public  Utilities  Commission 
General  Manager  and  Chief  Engimeejr^ 


SUBJECT:     Monthly  Report  of  March  Activri/ties 


OPERATIONS 


Storage .     The  month-end  status  of  local  storage  reservoirs  is  shown 
on  the  accompanying  figure  1.     The  storage  levels  in  the  Peninsula 
Division  reservoirs  at  the  end  of  March  amounted  to  19.4  billion 
gallons  or  65%  of  capacity.     This  is  more  than  the  15.8  billion 
gallons  or  53%  of  capacity  in  storage  at  the  end  of  February.  For 
the  Suburban  system  as  a  whole,   storage  amounted  to  45.0  billion 
gallons  and  58%,   compared  to  38.7  billion  gallons  and  50%  of 
capacity  at  the  end  of  last  month. 

Production .     Water  supplied  by  Hatch  Hetchy  and  the  production  of 
local  water  treatment  plants  are  shown  on  the  accompanying  figure  2. 

Consumption.  Gross  water  deliveries  to  San  Francisco  customers  and 
the  suburban  area  are  displayed  on  the  accompanying  figure  3. 

Rationing  Program 

The  above  normal  precipitation  in  March  has  led  to  the  possibility 
of  ending  the  water  rationing  program.     While  the  snowpack  in  the 
Hetch  Hetchy  watershed  can  provide  adequate  water  supplies,  the 
weather  during  the  April  to  June  period  will  determine  the  net 
divertable  runoff  San  Francisco  is  entitled  to.     If  the  runoff 
totals  400,000  acre-feet,  water  storage  will  then  be  sufficient  to 
end  rationing.     Any  recommendations  to  end  or  modify  the  existing 
rationing  program  will  be  made  to  the  Commission  at  the  earliest 
possible  date. 


Water  Supply 


1.  Hetch  Hetchy  water  import:     An  average  of  271.8  million 
gallons  per  day  (MGD)   for  the  month  of  March. 

2.  Sunol  Valley  Filtration  Plant  treated     0.8  MGD. 
San  Andreas  Filtration  Plant  treated  20.7  MGD. 

3.  Consumption  (MGD  average): 

March  1989  -  174.8)  37.4  percent  less 

March  1988  -  279,1) 

March  1989  -  174.8)  27.2  percent  less 

March  1977  -  240.1) 

12  months  preceding 

April  1,    1989     -     231.8)  20.9  percent  less 

April   1,    1988     -  292.9) 

4.  Storage  (million  gallons)   as  of  April  1: 


1988 


1989 


Increase 
-  Decrease 


%  Full 
Capacity 


Alameda  Div.   (Capacity  48.014) 


22,472 


25, 547 


3,075 


53 


Peninsula  Div.    (Capacity  29,783) 


19,547 


19,432 


115 


65 


Total   (Maximum  Capacity  77.797) 


42,019 


44  ,  979 


2,960 


58 


-2- 


CONTINUING  PROGRAMS 


Leases  and  Permits.     By  the  terms  of  their  leases,   royalties  or 
percentage  of  revenue  received  for  the  month  of  March  are  as 
follows : 


Vehicular  Accidents.  During  the  month  of  March  there  were  5 
accidents,  2  of  which  were  possibly  avoidable. 


Industrial  Accidents .  There  were  8  lost-time  injuries  in  March. 
There  is  a  total  of  22  for  the  calendar  year. 


Flushing .  The  flushing  program  has  been  suspended  for  the 
duration  of  the  drought. 


Santa  Clara  Sand  and  Gravel 
Sunol  Golf  Course 
Crystal  Springs  Golf  Course 
Mission  Valley  Rock 


$20,684.24 
17,108.86 
13,908.95 
31,522,81 


0005D 
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MONTHLY  STATUS  REPORT 


CONTRACT 

PREPARATION 

MARCH,  1989 

PREPARED  BY 

T  .  nTTKRRMAN 

MO.  YR. 

Page  1  of  2 

WD 

CONTRACT  NO. 

PROJECT 

EST. 
LGTH. 

EST. 

COS! 

PERCENT 
COMPLETE 

SCHEDULED  COMPLETION 
OF  PLANS  AND  SPECS. 

REMARKS 

This 
Month 

Total 

'"■D-2025 

3-Inch  D.I.  Main  in  Pine 
Street  between  Leavenwortl 
Street  &  Grant  Avenue 

2,900 

580,000 

15 

90 

April.  1989 

Main  Replacement 

■^'D-2029 

t 

8-Inch  Main  in  Clay  Street 
etween  weDscer  ot  dukci 

3,350 

603  ,000 

20 

70 

June,  1989 

Main  Replacement 

■'^D-2032 

Streets 

8-Inch  D.I.  Main  in  Sacra- 
mento  at.   oecween  L.uLUEfi-ti 

3,400 

580,000 

10 

75 

April,  1989 

Main  Replacement 

■"D-2033 

Divisadero  Streets 

6-Inch  &  8-Inch  Mains  in 
Leavenworth,  Stoneman  & 

3,650 

630,000 

10 

95 

April,  1989 
( Revised) 

Main  Replacement 

'-'11-2034 

other  streets 

8-Inch  D.I.  Main  in 
Folsom  Street,   16th  St. 

6  ,160 

1  ,000.0C 

0  0 

15 

April,  1989 

Main  Replacement 

'"D-2036 

and  Armv  Street 
12-Inch  D.I.  Main  in 
Skyline  Blvd. ,  Lake 
Merced  Blvd.    to  Harding 

2  ,000 

330.000 

10 

30 

July  1989 

Main  Replacement 

.fD-1995 
Phase  3 

Road 

8-Inch  and  16"  mains  in 
Market  Street  lOth 
to  12th  Street 

275 

1  ,333  ^C 

)0  20 

100 

March  1989 

DPW  Contract 
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tONTRACT  NO. 


PROJECT 


EST. 
LGTH. 


EST. 

COSl 


PERCENT 
COMPLETE 


This 
Month 


Total 


SCHEDULED  COMPLETION 
OF  PLANS  AND  SPECS. 


REMARKS 


>2038 


12-Inch  Main  in  Stockton 
Street,  Pacific  to 
Columbus  Avenues 


1 ,000 


6-Inch  Main  in  Bacon 
SC.,  Cambridge  to  Amherst 
&  Yale  St . ,  north  of 
Way land  


720 


72  ,000 


8-Inch  Main  Relocation  in 
Sloat  Blvd.  &  8-InchMain 
reconnection  in  Ocean  Ave 


bet we en  Clearfield  and 
Everglade 


12-Inch  Main  in 
Divisadero  Street,  Page 
St.   to  Golden  Gate  Ave . 


12-Inch  Main  in  the 
Embarcadero  and  8- Inch 
Main  in  Townsend   


Relocate  6-Inch,  8-Inch 
5t  12-Inch  D.I.  Main 
around  AWSS  vaults 


100 


3,000 


800 


400 


50,000 


40 


30,000 


547,000 


60 


60 


80 


20 


50 


April,  1989 


60 


60 


April,  1989 


April,  1989 


80 


100 


May,  1989 


April,  1989 


March,  1989 


Feeder  Main 


Main  Extension 


Main  Replacement 


Feeder  Main 


For  Development  at  Rincon 
Point-South  Beach  Area. 


Main  Replacement 


MINUTES 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 

Mayor 

REGULAR  MEETING 
Room  282,   City  Hall 
2:00  P.M. 
April  25,  1989 

COMMISSIONERS 
Rodel  E.   Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.  Welton  Flynn 
Arthur  V.  Toupin 
Gordon  Chin 


DEPARTMENTS 
Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 
Construction  Management 

Financial  Management  and 
Performance  Monitoring 

Information  Systems 

Personnel  and  Training 


Dean  W.  Coffey 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


89-064 


Call  to  Order:     2:08  P.M. 


Present:       President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H.  Welton  Flynn,  Commissioner  Arthur  V. 
Toupin,  Commissioner  Gordon  Chin 

On  motion  of  Toupin,  seconded  by  Chiesa,  the  Minutes  of  the  regular 
meeting  of  April  11,  1989  were  approved. 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0125         MR       Requesting  the  Controller  to  draw  warrants  in  payment 
of  claims  against  the  Municipal  Railway,  totaling 
$25,000. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0126         MR       Approving  Revolving  Fund  payments  made  by  the 

Manager,  Bureau  of  Claims  and  Contracts,  totaling 
$193,416.25,  for  settlement  of  claims  against  the 
Municipal  Railway,    in  the  month  of  March,  1989. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0127         WD      Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,   and  authorizing  Bid  Call 
for  San  Francisco  Water  Department  Contract  No. 
WD-1950,   Millbrae  Headquarters  Auto  Shop  and 
Warehouse  Replacement , 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


89-065 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

MR      Accepting  the  work  performed  under  Municipal  Railway 
Contract  No.  MR-989  Kirkland  Division  - 
Replace/Rehabilitate  Cylcone  Vacuum  System,  as 
satisfactorily  completed;  approving  Contract 
Modification  No.   2  in  the  amount  of  $330.00;  and 
authorizing  final  payment  in  the  amount  of  |l5,363  85 
to  Angotti  &  Reilly/T.E.  Joo,  Joint  Venture, 
Contractor . 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  r esolut ion  was  adopted : 

GM      Authorizing  the  General  Manager  of  Public  Utilities 
to  request  the  City  Attorney  to  draft  a  proposed 
charter  amendment  for  review  by  the  Public  Utilities 
Commission,  amending  the  Charter  to  change  the  Deputy 
General  Manager  positions  within  PUC  departments  into 
permanent  exempt  appointments. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

GM       Adopting  the  revised  Conflict  of  Interest  Code  and 
urging  the  Board  of  Supervisors  to  adopt  said  code. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Approving  the  San  Francisco  Water  Department's 
drought  contingency  plans  for  1989  and  the  inclusion 
of  the  changes  designed  to  allow  reduction  of  excess 
use  charges  in  the  current  water  rationing  program. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

89-0132        WD       Authorizing  the  General  Manager  of  Public  Utilities 
to  execute  Letter  of  Agreement  to  reimburse  the 
Metropolitan  Water  District  the  amount  of  $11,000  and 
authorizing  approval  to  pay  the  invoiced  $5,000  for  a 
total  of  $16,000,   to  complete  a  study  of  Delta 
drinking  water  quality. 


VOTE: 


Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


89-066 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities 
to  execute  an  amendment  to  the  fisheries  study 
agreement  with  the  U.S.   Fish  and  Wildlife  Service, 
raising  the  cost  of  the  study  from  $200,000  to 
$240,000. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Requesting  the  Board  of  Supervisors  to  approve 
contracting  for  the  provision  of  paratransit  services 
for  1989-1990. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chin,   seconded  by  Chiesa,   the  following 
resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities 
to  extend  the  current  Cable  Car  Barn  concession/space 
agreement  with  the  Pacific  Coast  Chapter  of  The 
Railroad  and  Locomotive  Historical  Society,   for  one 
year  until  April  30,  1990. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Municipal  Railway 
to  execute  a  concession  permit  with  the  San  Francisco 
Newspaper  Agency  to  distribute  the  Chronicle  and 
Examiner  newspapers  on  Muni  Metro  subway  platforms, 
commencing  May  1,   1989  and  terminating  on  December 
31,  1993. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Authorizing  the  Manager,  Utilities  Engineering  Bureau 
to  request  proposals  from  consulting  engineering 
firms  to  provide  a  needs  assessment  analysis  of 
Balboa  and  Francisco  Reservoirs. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


89-067 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Authorizing  the  Utilities  Engineering  Bureau  to 
request  qualification  statements,   interview,  select 
and  recommend  to  the  Public  Utilities  Commission  a 
qualified  engineering  firm  to  provide  required 
engineering  services,  for  a  period  of  24  months,  at  a 
cost  not  to  exceed  $350,000,   of  which  $100,000  will 
be  allocated  to  Municipal  Railway  Engineerinq 
projects , 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Authorizing  the  Manager,  Utilities  Engineering 
Bureau,  to  execute  Amendment  No.   4  to  the 
Professional  Services  Agreement  with  Camp  Dresser  and 
McKee,   Inc.   to  perform  Conceptual  Engineering  for  the 
San  Andreas  Water  Treatment  Plant  Expansion,   in  an 
amount  not  to  exceed  $565,552. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Opposing  SB907  and  authorizing  PUC  staff  to  present 
this  position  for  adoption  by  the  State  Legislative 
Committee  as  the  position  of  the  City  and  County  of 
San  Francisco . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Opposing  SB1611  and  authorizing  PUC  staff  to  present 
this  position  for  adoption  by  the  State  Legislative 
Committee  as  the  position  of  the  City  and  Countv  of 
San  Francisco.  ^ 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 


******** 


89-068 


Report  of  the  General  Manager 


36  Line  Bus  Service 

Mr.   Dean  Coffey,  General  Manager  of  Public  Utilities,   reported  that 
staff  was  proposing  to  reduce  service  on  the  36  Line  due  to  many 
complaints  of  traffic  congestion  on  Myra  Way, 

Mr.  Angelo  Figone,   General  Superintendent,   Schedules  &  Planning, 
Municipal  Railway,  stated  that  a  public  hearing  was  held  on  March  27, 
1989  and  that  nine  options  were  presented  to  the  public.     He  said 
staff  was  recommending  one-way  service  on  the  36  Line  and  that  this 
proposal  would  be  presented  to  the  Commission  on  May  23,  1989  for 
approval.     He  said  the  department  would  like  to  implement  the  change 
in  service  as  soon  as  possible  after  June  24,  1989. 

Water  Awareness  Week 

Mr.  Robert  Vasconcellos ,  Manager,   Resources  and  Planning,  San 
Francisco  Water  Department,   stated  that  the  week  of  May  1-7  had  been 
designated  as  the  second  annual  Water  Awareness  Week  sponsored  by  the 
State  Department  of  Water  Resources.     He  said  the  Mayor  had  issued  a 
proclamation  declaring  the  importance  of  water  to  the  people  of 
California;   posters  were  distributed  to  city  buildings,   schools  and 
downtown  highrises;   and  public  service  announcements  were  distributed 
to  all  major  TV  and  radio  outlets.     He  said  schools  were 
participating  in  poster  contests  with  awards,  and  that  resale 
customers  were  doing  similar  promotions  in  the  suburban  areas. 

Metropolitan  Transportation  Commission  Sales  Tax  Committee 

Mr.   Dean  Coffey  reported  that  the  Commission  had  been  requested  to 
appoint  Commissioner  Gordon  Chin  to  be  our  representative  on  the 
Assembly  Bill  842  Committee.     On  motion  of  Commissioner  Toupin, 
seconded  by  Commissioner  Chiesa,   Commissioner  Chin  was  appointed. 

Mr.   Coffey  said  there  was  a  vacancy  on  the  Transport  Workers  Union  - 
San  Francisco  Municipal  Railway  Trust  Fund. 

******** 

Resolution  No.  89-0129  —  Authorizing  the  General  Manager  of  Public 
Utilities  to  request  the  City  Attorney  to  draft  a  proposed  Charter 
amendment  for  review  by  the  Public  Utilities  Commission,  amending  the 
Charter  to  change  the  Deputy  General  Manager  positions  within  PUC 
departments  into  permanent  exempt  appointments. 

Mr.   Dean  Coffey  stated  that  this  was  a  request  to  change  the  deputy 
general  manager  positions  within  PUC  departments  into  permanent 
exempt  appointments  and  that  this  was  presently  being  done  in  other 
City  departments.     He  said  the  appointments  would  be  made  the  same  as 
for  the  other  exempt  positions,   subject  to  approval  by  the 
Commission,   and  that  there  would  be  a  grandfather  clause  for  people 
already  in  jobs. 

Commissioner  Chin  stressed  it  was  important  that  affirmative  action 
be  addressed  in  these  future  appointments. 

On  motion  of  Commissioner  Toupin,   seconded  by  Commissioner  Chiesa, 
Resolution  No.   89-0129  was  unanimously  adopted. 

******** 


89-069 


Resolution  No.   89-0131  —  Approving  the  San  Francisco  Water 
Department's  drought  contingency  plans  for  1989  and  the  inclusion  of 
the  changes  designed  to  allow  reduction  of  excess  use  charges  in  the 
current  water  rationing  program. 

Mr.  Robert  Vasconcellos  stated  that  since  the  public  hearing  of 
February  14,  1989  staff  has  had  discussions  with  resale  customers  and 
the  landscape  contractors  association  resulting  in  some  significant 
changes  in  the  contingency  plans.     The  major  change  is  the 
elimination  of  the  worst  case  alternatives  which  called  for  a  35 
percent  reduction  in  consumption.     The  above  average  precipitation 
and  runoff  during  the  month  of  March  eliminated  consideration  of  more 
severe  rationing  and  the  extreme  hardships  associated  with  those 
alternatives . 


He  said  one  of  the  possible  alternatives  was  to  ban  any  new 
landscaping  which  would  have  been  a  burden  on  landscape 
contractors.       Discussions  with  them  had  progressed  to  the  point 
where,   if  a  35%  program  was  necessary,  the  Water  Department  would 
have  recommended  that  new  landscaping  only  be  allowed  if  in  accord 
with  low  water  use  landscaping,  efficient  irrigation  systems  and 
postponement  of  turf  planting  until  normal  water  supplies  existed. 
The  landscape  contractors  agreed  that  this  would  allow  them  to  do'the 
vast  majority  of  their  normal  work. 

Mr.   Vasconcellos  stated  that  right  now  the  contingency  plans  contain 
basically  the  same  three  alternatives  as  in  the  beginning,  which 
would  be  a  5,  10  and  25  percent  program.     The  25  percent  program  is  a 
continuation  of  what  we  are  doing  now;  the  5  and  10  percent  are  two 
levels  of  voluntary  programs.     Imposition  of  water  use  restrictions 
on  the  suburban  resale  customers  was  no  longer  an  issue  and  was  not 
included  in  the  contingency  plans.     He  said  removing  the  35% 
alternative  eliminated  the  need  for   imposing  water  use  restrictions 
and  the  restrictions  contained  in  the  10%  alternative  would  be 
implemented  on  a  cooperative  basis  with  the  resale  customers  rather 
than  on  a  mandated  system-wide  basis . 

He  stated  that  the  contingency  plans  were  changed  to  include 
provisions  for  water  banking  for  resale  customers  starting  on  August 
1,  1988,  the  beginning  date  for  excess  use  charges,   rather  than 
December  1,   1988  as  previously  recommended.     This  would  allow  them  to 
recover  excess  use  charges  in  billing  periods  where  consumption  was 
over  allotment  by  offsetting  it  with  consumption  under  allotment  in 
other  billing  periods,   and  to  request  adjustments  to  increase  summer 
allotments  by  decreasing  winter  allotments.     The  redistribution  of 
allotments  could  be  up  to  a  15/45  formula  as  requested  by  the  resale 
customers  but  limited  to  the  annual  allocation  established  by  the 
10/60  formula. 

Mr.   Vasconcellos  said  the  provisions  on  banking  and  a  15/45  formula 
were  intended  as  changes  to  the  existing  25%  rationing  program. 

Mr.   Ray  McDevitt,   representing  the  Bay  Area  Water  Users  Association, 
stated  that  the  Association  was  pleased  that  the  35%  reduction 
program  was  no  longer  necessary.     Referring  to  the  issue  of  regional 
equity,   they  were  disappointed  that  there  wasn't  any  movement  on  the 
basic  issue  of  allocation  of  water  in  terms  of  scarcity.     He  said  the 
Association  supported  the  banking  and  allotment  reallocation  and  they 
urged  the  Commission  to  adopt  the  measures.     He  said  there  was  a  need 
for  continued  cooperative  planning.     He  requested  that  the  Commission 
set  aside  some  time  in  its  first  meeting  in  October  for  a  progress 
report  from  Water  Department  staff  and  the  Bay  Area  Water  Users 
Association  covering  the  6-months  period;   and  that  the  Association  be 
notified  when  staff  proposes  to  submit  its  specific  recommendations 
for   rationing  in  May  or  June. 


89-070 


Commissioner  Toupin  suggested  that  the  first  meeting  in  October  be 
set  aside  for  discussion  of  progress  to  date. 

Mr.  Doug  Short,  Senior  Engineer  for  the  City  of  Palo  Alto,  spoke  in 
favor  of  the  plan. 

On  motion  of  Commissioner  Chiesa,  seconded  by  Commissioner  Toupin, 
Resolution  No.   89-0113  was  unanimously  adopted. 

******** 

Resolution  No.   89-0135  —  Authorizing  the  General  Manager  of  Public 
Utilities  to  extend  the  current  Cable  Car  Barn  Concession/Space 
agreement  with  the  Pacific  Coast  Chapter  of  The  Railroad  and 
Locomotive  Historical  Society  for  one  year  until  April  30,  1990. 

Mr.   Jaimie  Levin,   Director  of  Public  Service,   Municipal  Railway, 
stated  that  The  Railroad  and  Locomotive  Historical  Society  had  been 
operating  the  cable  car  museum  continuously  since  February  of  1974, 
except  during  the  1982-84  cable  car  reconstruction  project.  The 
permit  which  was  expiring  at  the  end  of  April,  provided  for  an 
additional  five-year  extension.     He  said  there  were  a  number  of 
problems  with  the  museum  and  the  Society  had  completed  an  excellent 
interpretive  study  at  their  own  expense,   recommending  the  upgrading 
of  exhibit  areas  and  improving  interior  environmental  conditions. 
The  one-year  of  additional  time  was  required  so  the  Society  could 
complete  preliminary  design  and  engineering  drafts  to  develop  an 
acceptable  architectural  plan  for  upgrading  the  museum.  He  said  at 
the  end  of  the  year,  staff  would  report  back  to  the  Commission  with 
their  recommendations  on  the  permit  to  operate  the  concession. 

Commissioner  Toupin  inquired  if  the  improvements  would  be  paid  for  by 
the  City.     Mr.   Levin  replied  that  possibly  some  funding  would  be  from 
the  museum  and  some  private,  and  that  it  would  be  part  of  the 
negotiations. 

Commissioner  Chin  asked  whether   the  extension  of  one-year  would  not 
presume  that  we  were  buying  into  any  major  restoration?  and  if  it 
were  found  that  we  can  further  develop  the  plan,   would  it  obligate 
us?     Mr.   Levin  replied  in  the  negat  ive . 

Ms.   Marilyn  Davis  suggested  using  blind  people  in  the  museum 
concession  program. 

Mr.   Levin  said  this  permit  was  unique  in  that  it  was  more  than  a 

sales  concession,   and  that  the  Society  provided  historical  exhibits 
and  items, 

Mr.   Coffey  said  that  the  urgency  of  this  one-year  renewal  was  that 
the  contract  was  expiring  on  April  30  and  that  it  would  not  preclude 
us  from  exploring  another  program  after  that  time. 

Commissioner  Chin  moved  approval.   Commissioner  Chiesa  seconded. 
Resolution  No.   89-0135  was  adopted. 

******** 

Resolution  No.   89-0137  —  Authorizing  the  Manager,  Utilities 
Engineering  Bureau  to  request  proposals  from  consulting  firms  to 
provide  a  needs  assessment  analysis  of  Balboa  and  Francisco 
Reservoir  s . 

Mr.   Donald  Keener,   Manager,   Utilities  Engineering  Bureau,  stated  that 
this  authorizes  staff  to  select  a  consultant  to  perform  a  study  that 
would  determine  the  need  within  the  water  system  for  the  currently 
unused  Balboa  reservoir. 


89-71 


Commissioner  Chin  inquired  whether  there  would  be  any  consideration 
of  other  proposed  devlopments.     Mr.   Keener  replied  that  this  was  a 
study  of  what  Water  Department  uses  could  be  made  of  the  site,  and 
that  both  basins  would  be  looked  at. 

Mr.  Coffey  pointed  out  that  we  are  looking  at  the  use  of  non-potable 
water  and  a  dual  system  for  the  future,  and  that  this  was  a 
long-range  plan. 


President  Rodis  asked  about  the  time  frame  of  this  study.     Mr.  Keener 
replied  that  the  study  should  be  completed  by  December  30,  1989 
assuming  it  could  be  started  following  a  selection  process  in  August. 

On  motion  of  Toupin,  seconded  by  Commissioner  Chiesa,  Resolution  No 
89-0137  was  adopted. 

******** 

Resolution  No.   89-0138  —  Authorizing  the  Utilities  Engineering 
Bureau  to  request  qualification  statements,   interview,   select  and 
recommend  to  the  Public  Utilities  Commission,  a  qualified  engineering 
firm  to  provide  required  "as  needed"  engineering  services,  for  a 
eriod  of  24  months,  at  a  cost  not  to  exceed  $350,000,  of  which 
100,000  will  be  allocated  to  Municipal  Railway  Engineering  projects. 

Mr.   Donald  Keener  stated  this  request  was  for  an  "as  needed" 
consultant  and  would  cover  contracts  for  1989  and  1990.     He  said 
Allstate  Geotechnical  Services,   Inc.   and  Morrison-Knudsen  Engineers, 
Inc.  were  presently  supplying  supplementary  engineering  services  on 
an  "as  needed"  basis  and  that  these  contracts  would  expire  in 
December  of  1989. 

On  motion  of  Commissioner  Chiesa,  seconded  by  Commissioner  Toupin, 
Resolution  No.   89-0138  was  adopted. 

******** 

Resolution  No.   89-0140  and  Resolution  No.   89-0141  --  Recommending 
opposition  to  SB907  and  AB1611,  and  authorizing  PUC  staff  to  present 
this  position  for  adoption  by  the  State  Legislative  Committee  as  the 
position  of  the  City  and  County  of  San  Francisco. 

Mr.   Jerry  Levine,   Head  Grant  Administrator,   Finance  Department, 
stated  that  these  two  bills  would  be  heard  in  Sacramento  during  May 
and  would  significantly  affect  the  Municipal  Railway.     He  said  staff 
was  recommending  that  the  Commission  oppose  both  of  them. 

******** 

Resolution  No.   89-0140  -  SB907 

Mr.   Levine  stated  SB907  would  require  every  California  public  transit 
operator  to  purchase  only  buses  equipped  to  operate  on  methanol  or 
ethanol  fuel.     The  effective  date  of  this  bill  would  be  11/1/90.  He 
said  a  very  substantial  diesel  bus  purchase  was  pending  and  this 
measure  would  affect  that  purchase. 

Commissioner  Toupin  asked  if  there  are  any  buses  that  run  on 
methanol.     Mr.   Levin  replied  in  the  negative  and  that  according  to 
Muni  engineers  there  is  no  technology  that  can  handle  the  methanol 
buses  in  an  efficient  and  safe  manner.     Commissioner  Toupin  suggested 
that  staff  engage  in  some  serious  study  of  the  use  of  methanol  as  one 
of  our  priorities. 


89-072 


MS.   Marilyn  Davis  said  that  Golden  Gate  Transit  is  running  methanol 
buses  and  suggested  that  staff  look  at  it  for  environmental 
purposes.     Commissioner  Toupin  requested  that  staff  keep  the 
Commission  updated  in  this  area. 

Commissioner  Chiesa  moved,  Commissioner  Toupin  seconded.  Resolutio 
No  89-0140  opposing  SB907  was  unanimously  approved. 


Resolution  No.   89-0141  -  AB1611 

Mr.  Jerry  Levin  stated  that  AB1611  would  revise  membership  in  the 
Metropolitan  Transportation  Commission  to  reflect  shifts  in 
population.     It  would  immediately  add  an  additional  seat  for  both 
Alameda  and  Santa  Clara  Counties;   and  reduce  San  Francisco's 
proportional  representation  on  the  Commission. 

Commissioner  Toupin  moved,  Commissioner  Chiesa  seconded.  Resoluti 
No.   89-0141  opposing  AB1611  was  unamimously  approved. 


Public  Comments 


Mr.  David  Pilpel  stated  that  he  was  concerned  about  the  safety  of  the 
transit  shelters,  particularly  the  availability  of  telephones  and 
lighting  along  Sunset  Boulevard  and  Park  Presidio  in  the  evening  He 
was  also  concerned  about  the  broken  glass  panels  in  many  locations 
and  Gannett  s  seemingly  inability  to  replace  them  in  a  timely  mannr. 
He  asked  what  steps  were  being  taken  to  insure  compliance  with  the 
contract . 

Mr.   Coffey  said  staff  was  aware  of  the  glass  shelter  vandalism  and 
that  plastic  was  being  considered.   He  said  staff  would  review  the 
contract  for  compliance. 

Commissioner  Flynn  stated  he  noticed  some  of  the  shelters  were  not 
being  cleaned  and  maintained  properly. 

MS.  Marilyn  Davis  stated  that  strips  or  markers  are  needed  on  the 
shelters  so  blind  people  and  others  will  not  run  into  them. 


******** 


Mr.   Pilpel  expressed  appreciation  and  complimented  Muni  staff  for 
providing  the  Modern  Transit  Society  of  San  Francisco  a  comprehensi 
tour  of  the  Municipal  Railway  on  March  31  and  April  1. 

******** 


THEREUPON  THE   MEETING   WAS   ADJOURNED:      3:50  P.M. 


ROMAIEsfE   A.  BOLDRIDGE 
Secre ta  ry 
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PUBLIC  UTILITIES  COMMISSION 

ciry  AND  couNiv  of  san  fhancisco 


RESOLUTION  No. 


8y-0125  04-25-89 


RESOLVED,       That  on  recommendation  of   the  General  Manager 
of  Public  Utilities,   the  Manager,   Bureau  of  Claims  and  Contracts; 
thereof  and  the  City  Attorney,   this  commission  approved  and  hereby 
requests  the  Controller  to  allot  funds  and  to  draw  warrants  against 
such  funds  as  are  or  will  be  available  in  payment  of  claims  against 
the  Municipal  Railway. 


Acdt.No.  Accident  PI/ 

Claimant  ^  Prayer  Type         Date         PD  Settlement 

Non-litigated  Settlements 

None 

Litigated  Settlements 
None 

Judgments 

YOUSEF  FATTOUH  MAHMOUD     85B5635-1  11-1     5-3-86         PI     $25  000  00 

$65,000.00 


$25,000.00 


TOTAL  SETTLEMENTS:  (1) 


INDEX   632091       SUB-OBJECT  1450 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APRIL  2! 


Secretary,  Public  Utilities  Commissfon 

04-25-89 


PUBLIC  UTILITIES  CO M IVl ISSIO N 


(,iry  AND  COUNTY  OF  SAN  F  HANCISCO 


RESOLUTION  No. 


RESOLVED, 


That    this    Commission    hereby  approves, 


in  accordance  with  Resolution  No.  77-0184,  adopted  April 
12,  1977,  payment  o£  claims  in  the  amount  of  $193, 416. 25, 
made  by  the  Municipal  Railway,  month  of  March,  1989,  per 
Revolving  Fund  Direct  Payment  Nos.:  CL0138,  CL0139,  CL0143 
and  per  Revolving  Fund  Direct  Payment  Nos.  :  CL0134,  CL0135, 
CL0136,   CL0137,   CL0140,   CL0141  and  CL0142. 


J  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


APRIL 


PUBLIC  UTILITIES  COMMISi^lON 

CITY  AND  COUHTf  OF  SAN  FHANCISCO 


RESOLUTION  Na 

89-0127 


WHEREAS,  Under  Water  Department  Contract  No.  1950,  Millbrae 
Headquarters  Auto  Shop  and  Warehouse  Replacement ,  is  to  be 
performed  at  Millbrae;  and 

WHEREAS,  The  Department  of  City  Planning  has  determined  this 
project  to  be  categorically  exempt  from  the  California 
Environmental  Quality  Act  and  State  Guidelines  under  Class  One; 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  approves  the  plans  and 
specifications  as  prepared  and  recommended  by  staff,  and  hereby 
authorizes  bid  call  for  Water  Department  Contract  No.  1950, 
Millbrae  Headquarters  Auto  Shop  and  Warehouse  Replacement. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    APRIL      2  5  J989 


2  5i989       .  ^  .   

Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMIVIIS:::>iv^isi 

art  AND  COUNTY  Of  SAN  FRANCISCO 


RESOLUTION  Na    89  0128 


RESOLVED,   That  this  Commission  accepts  the  work  performed  under  Municipal 
Railway  Contract  No.   MR-989  Kirkland  Division  -  Replace/Rehabilitate 
Cyclone  Vacuum  System,   which  is  funded  under  Fund  Group  31-720  Index  Code 
601732,   Account  No.   914941,   as  satisfactorily  completed;   approves  Contract 
Modification  No. 2  in  the  amount  of  (S330.00);   authorizes  an  extension  of 
time  for  unavoidable  delays  of  171  calendar  days;   and  authorizes  final 
payment  in  the  amount  of  $15,363.85,    to  the  Contractor,    Angotti  & 
Reilly/T.E.   Joo,   Joint  Venture,   323  Fremont  Street,   San  Francisco,  CA 
94105-2369. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  hv  the  Public  Utilities  Commission 

at  its  meeting  of    APRIL      23  1989 


L     25 1989   

Secretary,  Public  Utilities  (.ummi^ion 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  83~QX/U^ 


WHEREAS,   The  only  positions  in  the  PUC  line 
departments  which  are  permanent  exempt  appointments  are  the 
three  general  managers;  and 

WHEREAS,  It  is  in  the  public  interest  for  each  general 
manager  to  be  able  to  appoint  deputies  for  a  variety  of 
reasons;  and 

WHEREAS,   All  Other  major  City  department  heads 
(Police,  Fire,  Health  and  Public  Works)  are  permitted  to 
appoint  their  deputies ;  and 

WHEREAS,  Allowing  permanent  exempt  appointments  of 
deputies  will  lead  to  a  stronger  PUC  management  in  the 
long  run ;  and 

WHEREAS,  The  rights  of  permanent  incumbents  can  be 
protected  as  part  of  a  charter  amendment;  now,   therefore,   be  it 

RESOLVED,   That  the  Public  Utilities  Commission 
authorizes  the  PUC  General  Manager  to  request  the  City  Attorney 
to  draft  a  proposed  charter  amendment  for  review  by  this 
Commission,  amending  the  charter  to  change  the  deputy  general 
manager  positions  within  PUC  departments  into  permanent  exempt 
appointments;  and  be  it  further 

RESOLVED,  That  said  charter  amendment  shall 
specifically  protect  the  rights  of  permanent  incumbents* 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APRIL        2  5  1989  


Secretary.  Public  Utilities  Commission 


UBLIC  UTILITtES  COMMiSSION 

CITY  AND  COU^fTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  _ 


WHEREAS,  The  Public  Utilities  Commission  has  a  Conflict 
of  Interest  Code  which  applies  to  designated  employees;  and 

WHEREAS,  The  Board  of  Supervisors  is  currently  revising 
the  Conflict  of  Interest  Code  to  bring  it  into  conformance  with 
other  city  codes;  and 

WHEREAS,   It  is  necessary  to  delete  or  add  certain 
positions  within  the  Public  Utilities  Commission  to  reflect  the 
current  organization,  now,  therefore,  be  it 

RESOLVED,  That  the  San  Francisco  Public  Utilities 
Commission  adopt  the  revised  Conflict  of  Interest  Code  and  urge 
the  Board  of  Supervisors  to  adopt  said  code. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   ,    APRIL      2  5  1989 


Secretary,  Public  Utilities  Commission 


f  UBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUhfTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  89-0131 


WHEREAS,  The  Public  Utilities  Commission  held  a  public  hearing  on  drought 
contingency  plans  for  1989  and  as  a  result  of  that  hearing  requested  that 
Water  Department  staff  discuss  possible  modifications  to  the  plans  with 
customers;  and 

WHEREAS,  The  contingency  plans  for  more  severe  water  rationing  were 
eliminated  as  a  result  of  the  above-average  precipitation  and  runoff  during 
the  month  of  March;  and 

WHEREAS,  The  drought  contingency  plans  for  1989  for  a  25  percent 
mandatory  conservation  program  have  been  modified  to  include  provisions  to 
allow  resale  customers  to  reduce  or  eliminate  excess  use  charges  by  offsetting 
billing  periods  with  water  consumption  over  allotment  with  billing  periods 
with  water  consumption  under  allotment  and  to  also  allow  those  same  customers 
to  reduce  monthly  excess  use  charges  by  requesting  changes  in  monthly 
allotment  schedules  up  to  a  maximum  redistribution  of  a  15/45  formula  within 
the  same  annual  allotment  established  by  the  10/60  formula;  and 

WHEREAS.  These  same  provisions  can  modify  the  current  25  percent  water 
rationing  program  to  achieve  greater  equity  amongst  customers;  now  THEREFORE 
be  it 

RESOLVED,  That  this  Commission  approves  the  Water  Department's  drought 
contingency  plans  for  1989  and  the  inclusion  of  the  changes  designed  to  allow 
reduction  of  excess  use  charges  in  the  current  water  rationing  program. 


0334L-30 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  bv  the  Puhtic  Utilities  Commission 

at  its  meeting  of  APRIL      2  5  1989 


Secretary,  Public  Utilities  Comr^sic 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCrSCO 


RESOLUTION  No. 


89-0132 


NHEREAS,  The  Hetch  Hetchy  Water  and  Power/Water  Departments  and  nine 
other  urban  water  agencies  in  California  are  interested  in  how  Bay-Delta 
management  concepts  relate  to  drinking  water  quality;  and 

oo^'^fno*         ^^^^^^  Utilities  Commission,  under  Resolution  87-0241  on 
June  23,  1987,  authorized  the  General  Manager  of  the  Public  Utilities 

S:trs^Sdrcos^:;^id''"  ^^^^"^^^^        contributing  $20,000  toward  the 

.dHiHnn^i^H*-^^-  ^^^^l        '^^^  ^^^^^  ^^ve  increased  to  incorporate 

additional  drinking  water  quality  concerns  and  issues:  and  ^^'M^'^^te 

r^.^  ^^EREAS    Additional  agencies  are  participating  In  the  study  and  study 
Departments    additional  cost  is  $16,000;  now.  THEREFORE,  be  it 

RESOLVED.  That  the  General  Manager.  Public  Utilities  Commission  is 
hereby  given  approval  to  pay  the  invoiced  $5,000  and  is  author  zeHo  e  ecute 
Jema]n"r$irooS'"'  '°  '''''''''        Metropolitan  Water  Dis?r]crthe  ' 


0334L-32 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of   APRIL        25  198? 


Secretary.  Public  Utilities  Commi£ion 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUVrr  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


83-0133 


WHEREAS,  The  addition  of  a  third  hydro-electric  generating 
unit  at  Kirkwood  Powerhouse  was  authorized  by  the  United 
States  Department  of  the  Interior  subject  to  certain 
stipulations  and  conditions;  and 

WHEREAS,   SF  PUC  Resolution  No.   87-0420  authorized  the 
General  Manager  of  Public  Utilities  to  execute  an  agreement 
with  the  U.  S.  Fish  and  Wildlife  Service  to  perform  a  four- 
year  study  of  the  fishery  resource  along  the  Tuolumne  River 
between  O' Shaughnessy  Dam  and  Early  Intake  as  reguired  by 
the  before  mentioned  stipulations;  and 

WHEREAS,  The  study  tasks  performed  to  date  have  demonstrated 
the  inadequacy  of  the  originally  agreed  upon  funding  level - 
now,   therefore,  be  it  ^  , 

RESOLVED,  That  the  General  Manager  of  Public  Utilities  is 
authorized  to  execute  an  amendment  to  the  fisheries  study 
agreement  raising  the  cost  of  the  study  from  $200,000  to 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of     APRIL      25  1989 


Secret 


try. 


tlic  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  BAN  FRANCIBCO 


83-0134 

RESOLUTION  NO,.  


nro„^!f^^^^'  'T'^^P^t.li'^  Utilities  Conunission  desires  to 
paratransit  services;  and 

said  ^r^rf;.^^^"  determined  that  contracting  for 

^oonn^?     ^  services  with  outside  firms  is  both  more 

economical  and  practical  than  hiring  and  providing  these 
services  with  City  employees;  and  proviamg  these 

allowf^S^'r'  S'^OO-l  of  the  San  Francisco  Charter 

Bn^rH  of  c  to  contract  for  services  when  the 

norther^L^^e^rr^t'^^  determined  it  to  be  economic'a'! ; 


RESOLVED,  That  this  Commission  requests  the  Board 
of  Supervisors  approval  to  contract  for  the  provision 
paratransit  services  for  1989-1990.  P^^ovision 


J  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Comr 


at  its  meeting  of  APRIL      25ia89  ^  ^ 


Secretary,  Public  Utilities  Comrnission 


2i 


PUBLIC  UTILtTIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


83-0135 


WHEREAS,  the  Municipal  Railway  has  an  existing  space  and  concession  agreement 
with  the  Pacific  Coast  Chapter  of  The  Railway  and  Locomotive  Historical 
Society  which  expires  on  April  30,  1989;  and 

WHEREAS,  said  contract  does  provide  for  an  additional  five  (5)  year  extension 
with  the  consent  of  both  parties;  and 

WHEREAS,  the  Railroad  and  Locomotive  Historical  Society  has  completed  an 
excellent  interpretive  study  at  their  expense,  which  makes  specific 
recommendations  as  to  upgrading  exhibit  areas  and  improving  interior 
environmental  conditions;  and 

WHEREAS,  the  Railway  and  Locomotive  Historical  Society  requires  one  year  of 
additional  time  to  complete  preliminary  design  and  engineering  drafts  so  that 
they  may  develop  an  acceptable  architectural  plan  for  upgrading  the  museum;  and 

WHEREAS,  the  results  of  these  studies  and  designs  will  lead  to  a  significantly 
improved  museum  facility  which  will  enhance  the  image  of  the  City  to  the 
visitors  of  San  Francisco;  and 

WHEREAS,  during  this  one  year  extension  the  Railroad  and  Locomotive  Historical 
Society  will  continue  to  pay  their  annual  rent  of  $4,000  or  a  sum  equal  to  % 
of  the  yearly  gross  receipts,  whichever  is  the  greater;  now,  therefore  be  it 

RESOLVED,  that  the  Public  Utilities  Commission  hereby  authorizes  the  General 
Manager  to  extend  the  current  Cable  Car  Barn  concession/space  agreement  with 
the  Pacific  Coast  Chapter  of  The  Railroad  and  Locomotive  Historical  Society 
for  one  (l)  year,  until  April  30,  1990. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  /  APRIL       25  1989  ^ 


Secretary,  Public  Utilities  Commifsion 


PUBLIC  UTILtTIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


HESOLUnON  Na    ^3  0136 

WHEHEAS.  Resolution  No.  83-0537  of  the  Public  Utilities  Commission  previously 
granted  the  San  Francisco  Newspaper  Agency  a  concession  permit  to  distribute 
the  Chronicle  and  Examiner  on  certain  Muni  Metro  subway  platforms;  and 

WHEREAS,  The  San  Francisco  Newspaper  Agency  sales  kiosks  are  already  in  place, 
as  a  result  of  the  previous  concession  permit,  on  specified  San  Francisco 
Municipal  Railway  Metro  subway  platforms  and  and  that  these  kiosks  meet  all 
fire  and  safety  regulations;  and 

WHEREAS,  the  granting  of  a  new  concession  permit  to  the  San  Francisco 
Newspaper  Agency  will  enable  the  City  of  San  Francisco  to  secure  ^47,500  over 
the  life  span  of  the  new  agreement  without  incurring  any  additional  costs: 
now,  therefore  be  it 

RESOLVED,  that  the  Public  Utilities  Commission  authorizes  the  General  Manager 
of  the  Municipal  Railway  to  execute  a  concession  permit  with  the  San  Francisco 
Newspaper  Agency  to  distribute  the  Chronicle  and  Examiner  newspapers  on  the 

^'^'''■nnn^''*^  subway  platforms  commencing  May  1,  1989  and  terminating  on  December 
31,  1993* 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APRIL       2  5  1989  


Sec 


c  Utilities  CommMsion 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FKANC'SCO 


RESOLUTION  No.      83  0137 


WHEREAS,  The  need  to  assess  the  requirement  to  incorporate  the 
Balboa  and  Francisco  Reservoirs  into  the  Water  Department's  Citv 
Distribution  system  has  been  determined  to  be  necessary;  and 

WHEREAS,  The  technical  expertise  of  consulting  engineering 
firm(s)  are  reguired  to  perform  this  needs  assessment  study  due 
to  the  lack  of  the  required  expertise  among  the  staff  of  UEB  for 
this  work;  now,  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the 
Manager,  Utilities  Engineering  Bureau,  to  request  proposals  from 
consulting  engineering  firms  to  provide  a  needs  assessment  analysis 
or  Balboa  and  Francisco  Reservoirs. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utiiities  Commission 
at  its  meeting  of  APRIL       2  5  1989 


Secretary.  Public  Utilities  Comm<nsio 


ommrsston 


PUBLIC  UTILITIES  COMMISSION 

OTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  S3'~Ql38 


WHEREAS,  The  Utilities  Engineering  Bureau  provides  professional 
engineering  and  project  management  services  necessary  for  the  construction 
of  improvements  to  various  PUC  capital  facilities;  and 

WHEREAS,  The  timing  of  any  necessary  assistance  and  professional 
services  cannot  always  be  anticipated  or  pre-scheduled;  and 

WHEREAS    The  services  of    a  consulting  engineering  firm,  retained 
for  the  purpose  of    providing  engineering  and    construction  services  on  an 
as-needed     basis    will    facilitate     the    timely    execution    of  various 
engineering  functions;  now,  therefore,  be  it 

_  RESOLVED,  That  this  Commission  hereby  authorizes  the  Utilities 
Engineering  Bureau  to  request  qualification  statements,  interview  select 
and  recommend  to  this  Commission  a  qualified  consulting  engineering  firm  to 
provide  required  engineering  services  for  a  period  of  twenty-four  months  at 
M..n?^L  •?  ^^"^d  $350,000,  of  which  $100,000  win  be  allocated  to 
Mumcipal  Railway  Engineering  projects. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    APRIL      2b  1389 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  _{il)~0LlJi3 


WHEREAS,  An  Agreement  between  the  City  and  Camp  Dresser  and  McKee,  Inc. 
(Consultant)  was  entered  into  on  November  5,  1986  for  the  design  of  San  Andreas 
Water  Treatment  Plant  Expansion  to  120  mgd;  and 

WHEREAS,  Amendment  Nos.  1,  2,  &  3  to  said  Agreement  were  approved  by  the 
Public  Utilities  Commission  on  April  14,  1987  ,  November  10,  1987  and  January 
24,  1989,  respectively,  for  additional  work  relative  to  this  first  expansion; 
and 

WHEREAS,  The  City  desires  to  undertake  a  second  expansion  of  the  San 
Andreas  Water  Treatment  Plant  to  increase  its  capacity  from  120  mgd  to  180  mgd; 
and 

WHEREAS,  The  City  desires  to  have  a  consultant  perform  the  conceptual 
engineering  required  for  this  second  expansion;  and 

WHEREAS,  Camp  Dresser  and  McKee,  Inc.  has  demonstrated  its  capability  to 
perform  this  type  of  work,  within  the  limited  timeframe  available;  and 

WHEREAS,  Funds  are  available  from  the  1985  Water  Revenue  Bonds  to  perform 
this  work;  and 

WHEREAS,  It  is  necessary  to  amend  the  Agreement  with  Camp  Dresser  and 
Mckee,  Inc.  to  include  all  the  work  required  in  the  conceptual  engineering 
phase  and  to  provide  the  additional  compensation  for  this  work;  now  , 
therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager,  Utilities 
Engineering  Bureau,  to  execute  Amendment  No.  4  to  said  Agreement  in  an  amount 
not  to  exceed  $565,552. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

  APRIL     2b  ]m 


Secretary.  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUKTY  OF  SAN  FRANCISCO 

RESOLUTION  No. . 


WHEREAS,  The  San  Francisco  Public  Utilities  Commission 
approved  a  1989  Legislative  program,  by  Resolution  89-0028;  and 

WHEREAS,  The  1989  Legislative  program,  as  approved,  did 
not  contemplate  certain  issues  which  are  now  being  proposed;  and 

WHEREAS,   AB907   (VUICH)  would  seriously  hinder  our 
ability  to  purchase  56  badly  needed  articulated  diesel  buses- 
now,  therefore,  be  it  ' 

RESOLVED,  That  the  Public  Utilities  Commission 
recommends  opposition  to  SB907;  and  be  it  further 

RESOLVED,   That  PUC  staff  present  this  position  for 
adoption  by  the  state  Legislative  Committee  as  the  position  of 
the  City  and  County  of  San  Francisco. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   APRIL      2  5  1989 

Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na 


WHEREAS,  The  San  Francisco  Public  Utilities  Commission 
approved  a  1989  Legislative  program,  by  Resolution  89-0028;  and 

WHEREAS,  The  1989  Legislative  program,  as  approved,  did 
not  contemplate  certain  issues  which  are  now  being  proposed;  and 

WHEREAS,   AB1611   (EASTIN)   would  result  in  diminished 
proportional  representation  for  San  Francisco  on  the 
Metropolitan  Transportation  Commission;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission 
recommends  opposition  to  AB1611;  and  be  it  further 

RESOLVED,   That  PUC  staff  present  this  position  for 
adoption  by  the  state  Legislative  Committee  as  the  position  of 
the  City  and  County  of  San  Francisco. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of     APRIL      2  5  1989 


Secretary. 


b  till  ties  Comrmssion 


ROOEL  E  ROOIS 
PRESIDENT 

SHERRI  CHIESA 
VICE  PRESIDENT 

H    WELTON  FLYNN 

ARTHUR  V,  TOUPIN 

GORDON  CHIN 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

ART  AQNOS.  Mayor 
DEAN  W.  COFFEY,  qenehal  manaqeh 


UTILITIES  ENGINEERING  BUREAU 
DONALD  F   KEENER.  UANAQER 


MUNICIPAL  RAILWAY 

WATER  DEPARTMENT 

HETCH  HETCHY 
WATER  AND  POWER 


April  26,  1989 


M  E  M  0  R  A  N  D  U  M 


TO: 


FROM: 
SUBJECT: 


Members,  Public  Utilities  Commission 
Commissioner  Rodel  E.  Rodis,  President 
Commissioner  Sherri  Chiesa,  Vice  President 
Commissioner  H.  Welton  Flynn 
Commissioner  Arthur  V.  Toupin 
Commissioner  Gordon  Chin 
D.  W.  Coffey,  General  Manager 


AUTHORIZATION  OF  CONTRACT  MODIFICATIONS 


By  PUC  Resolution  No  88-0115  dated  April  12,  1988,  the  Commission  delegated 
to  the  Manager,  Utilities  Engineering  Bureau,  the  authority  to  execute 
construction  contract  modifications  in  amounts  up  to  $50,000.00  or  10%  of  the 
original  contract  amount. 

Summarized  below  are  all  contract  modifications  executed  during  the  period 
January  1,  1989  through  March  31,  1989: 


WD-1730 


Central  Pump  Station  -  Seismic  Reinforcement  and 
Pump  Installation 

Contract  Modification  No.  3,  a  debit  of  $8,500.00. 

Provided  for  the  following  work  performed  and  extension  of  14 
calendar  days: 

1.  Furnished  and  installed  H-20  loading  48"  precast  concrete 
flowmeter  manhole  with  30"  access  cast  in  place  6"  concrete 
base . 

2.  Furnished  and  installed  additional  10"  D/W  diesel  engine 
exhaust  pipe  and  fittings. 

Total  Contract  Modifications  for  WD-1730  =  $37  911  on 
(8.0%  of  Contract)  ,^ii-uu 


1155  MARKET  STREET,  SAN  FRANCISCO.  OA  94103  ■  (415)  554-0700 


Memo  To: 
From 
Subject: 
Date 
Page  No: 


Members,  PUC  Commissioners  and  D.W.  Coffey 
Donald  F.  Keener 

Authorization  of  Contract  Modifications 
April  26,  1989 
-  2  - 


"    8-Inch  Steel  Main  Installation  in  Tucker  Awenue.  Rutland  Street 
Leiand  Avenue  and  Peabody  Street  

Contract  Modification  No.  1,  a  credit  of  $17,000.00. 

Delete  the  provisions  included  in  Section  203.04.05  Paragraph  4 
of  the  Contract  Specifications  for  Seal  Coat  for  Lining  This 
deletion  was  requested  by  the  Contractor  and  approved  by  the  San 
Francisco  Water  Department. 

Total  Contract  Modifications  for  WD-1978  =  (1.2%  of  Contract) 

"    Crystal  Springs  and  San  Andreas  Reservoirs  -  Tower  and  Tunnel 
Li gnti nq  - — 

Contract  Modification  No.  1,  a  debit  of  $4,825.56. 

Changed  the  wire  size  for  the  lighting  fixtures. 

Total  Contract  Modifications  for  WD-1985  =  (4.4%  of  Contract) 

-    Replace  Streetlight  Yard 

A.    Contract  Modification  No.  1,  a  debit  of  $18,655.17. 

Provided  for  the  following  work  performed  and  extension  of  2 
calendar  days: 

1.  Enlarged  toilet  area.     Furnished  and  installed  urinal  and 
handicapped  grab  bars; 

2.  Deleted  tile  work  in  toilet  area; 

3.  Deleted  4-foot    building    roof  overhang    along    the  west 
SI  de ; 

4.  Deleted  2-foot  6-inch  high  parapet  along  the  east  wall; 

5.  Substituted  9  gauge  galvanized    expanded  metal  for  chain 
link  fabric    on  all     fences.    Added    a  1-5/8-inch  bottom 
rail      Welded  expanded  metal  to  rails  at  9-inch  centers 
Overlapped  expanded  metal  2-inches  at  seams  and  welded  at 
9-inch  centers. 


Memo  To:  Members,  PUC  Com 

From      :  Donald  F.  Keener 

Subject:  Authorization  of 

Date      :  April  26,  1989 

Page  No:  -  3  - 


lissioners  and  D.W.  Coffey 
Contract  Modifications 


B.    Contract  Modification  No.  2,  a  debit  of  $32,365.98. 

Provided  for  the  following  work  to  be  performed  and  extension 
OT       calendar  days: 

1.  Removed  two  underground  fuel  tanks  and  tested  soil  under 
each  tank.  Furnished.  placed  and  compacted  earth 
backfill  material ; 

2.  Raised  finished  floor  elevation  3-inches  to  a  new 
elevation  of  1.75  feet  by  placing  and  compacting  back 
rock  before  concrete  foundation  forms  were  built. 

Total  Contract  Modifications  for  HH-792  =  $51  071  m 
(9.7%  of  Contract)  ^.u^i.is 


HH-797R    -    Cherry  Eleanor  Pump  Station 

Contract  Modification  No.  1,  a  debit  of  $10,500.00. 
Provided  for  the  following  work  to  be  performed: 

1.  Furnished,  installed  and  maintained  all  equipment  necessary 
to  utilize  the  water  within  Cherry  Cleanor  Tunnel  for  water 
service  to  this  project; 

2.  Furnished  and  installed  an  auxiliary  12,500  gallon  water  tank 
and  associated  piping  to  insure  an  adequate  daily  supply; 

3.  Removed  all  equipment  at  the  conclusion  of  this  project  and 
ifcnn  ^°  original  condition  with  the  exception  of 
12  500  gallon  water  tank  which  shall  be  loaded  on  to  a  Hetch 
Hetchy  Water  and  Power  transport  at  the  jobsite.  This  tank 
shall  become  property  of  Hetch  Hetchy  Water  and  Power 
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Total  Contract  Modification  for  HH-797R  =  (0.36%  of  Contract) 

Harrison  Street  Facility  -  General  Construction 
A.    Contract  Modification  No.  9,  a  debit  of  $16,958.00. 
Provided  for  the  following  work  performed: 


1.  Established  dimensions; 

2.  Revised  showers; 
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3.  Revised  structural  steel  of  equipment  platforms; 

4.  Revised  brace  at  Lines  D/1.5; 

5.  Added  reinforcing  steel    at  underground  tailpipe  exhaust 

6.  Revised  attachment  of  smoke  curtains- 

7.  Repaired  existing  X-brace  on  Line  A  between  Lines  10  and 

B.  Contract  Modification  No.  10,  a  debit  of  $14,978.00. 
Provided  for  the  following  work  performed: 

1.  ^iJi^nished    and    installed    framing    for    the    louvres  on 
Mechanical  Mezzanine; 

2.  Furnished  and  installed  framing  for  canopy  curtain- 
Chipped  concrete  on  entry  slope  to  provide  notch  to  abut 
new  concrete  to  existing; 

4.     Substituted  single    leaf  fire    vent  skylight    for  double 
leaf  skylight. 

C.  Contract  Modification  No.  11,  a  debit  of  $17,972.00. 
Provided  for  the  following  work  performed: 

1.  Revised  specifications  regarding  individual  compartments 
in  electrical  panel ; 

2.  Subsituted  5  4-inch    conduits  for  6    3-inch  conduits  for 
secondary  electrical  service; 

3.  Revised    conduit    and     wiring    to    accommodate  revised 
equipment  locations; 

4.  Revised  Tire  Shop  electrical  service- 

5.  Revised  rating    of    electrical    equipment    for    the  main 
circuit  breaker; 

Revised  installation  of  smoke  curtains  and  light  fixtures 
at  certain  locations; 

Revised  capacity    of  electrical    circuit  for    bus  washer 
reclaim  system; 
8.    Added  circuit  breakers  in  certain  electrical  panels. 

D.    Contract  Modification  No.  12,  a  debit  of  $19,209.00. 

Provided  for  the  following  work  performed: 

1.  Added  draft    inducer    and    reduced  flue    from    8-inch  to 
b-inch  diameter  for  gas  fired  water  heater- 

2.  Revised  specifications    to    require  bottom'  outlet  floor 
drains  in  lieu  of  side  outlet  drains- 

^'    Arei^^"^  ^'^^"''^    excavation    and  backfill     in  Maintenance 


6. 
7. 
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E.  Contract  Modification  No.  13,  a  debit  of  $43,030.00. 

Provided  for  the  following  work  performed  and  extension  of  29 
calendar  days: 

Revised  underslab  plumbing  in  Maintenance  Area. 

F.  Contract  Modification  No.  14,  a  debit  of  $16,295.00. 
Provided  for  the  following  work  performed: 

1.  Increased  capacity  of  branch  circuit  breakers- 

2.  Relocated  6  window  frames; 

3.  Glazed  additional  windows    and  painted  additional  window 
frames ; 

4.  Revised  specifications  to  provide  for  intercom. 

G.  Contract  Modification  No.  15,  a  debit  of  $28,651.00. 
Provided  for  the  following  work  performed: 

1.  Added  hose  reel  supports; 

2.  Furnished    and    installed    sag    rod    supports    for  upper 
channel  of  louvre  frames. 

H.  Contract  Modification  No.  16,  a  debit  of  $39,545.00. 

Provided  pipe  supports  to  secure  certain  piping  to  side  of 
concrete  lined  trench  in  lieu  of  placing  all  piping  at  bottom 
Or  trench. 

I.  Contract  Modification  No.  17,  a  debit  of  $9,651.00. 

Provided  for  the  following  work  performed  and  extension  of  27 
calendar  days: 

1.  Revised  trash  compactor  area; 

2.  Changed  3-inch  drain  line    to  4-inch  and  reloacted  trash 
compactor  room  floor  drain; 

3.  Moved  floor  drain  and  vent  at  grid  line  C/15  to  C/13- 

4.  Revised  diesel  piping  at  fuel  station  and  relocated  'card 
reader. 
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J.     Contract  Modificat  No.  18,  a  debit  of  $3,575.00. 
Provided  for  the  following  work  performed: 

1.  Revised  trench  cover  rebar; 

2.  Changed  framing,  wall  and  floor  finish. 

Total  Contract  Modifications  for  MR-859  =  $515  852  00 
(3.7%  of  Contract) 
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NOTICE  OF  PUBLIC  HEARING 
MUNICIPAL  RAILWAY  CAPITAL  IMPROVEMENTS 


Notice  IS  hereby  given  that  a  public  hearing  will  be  held  by  the  Public 
»  C^^y         County  of  San  Francisco  in  Room  282,  City 

for  wh    h  f  r  °f  considering  projects 

for  which  financial  assistance  is  being  sought  from  the  Urban  Mass 
Transportation  Act  of  196A,  as  amended,  generally  described  as  follows: 

A.  DESCRIPTION  OF  PROJECTS 

1.    The  purchase  of  AO  New  Generation  Light  Rail  Vehicles  for  the  Muni 

of  the^p?ojectf  °^  ^^"^^^^^  ^  '^^  approximate  cost 

Total  Federal  Local 

$60,22A,066  iA5, 168,050  *15T0567016 

B.  RELOCATION 

No  persons,  families,  or  businesses  will  be  displaced  by  the  project. 

C.  ENVIRONMENT 

The  implementation  of  the  project  will  not  have  significant 
environmental  impact  upon  the  surrounding  urban  area. 

D.  COMPREHENSIVE  PLANNING 


II. 


III. 


The  project  conforms  to  the  San  Francisco  Municipal  Railway 
Short-Range  Plan  and  the  Capital  Improvement  Program.     The  project  is 
consistent  with  local  and  regional  land  use  plans,  as  well  as  with 
local  and  regional  transportation  plans. 

E.     ELDERLY  AND  HANDICAPPED 

The  project  will  have  no  adverse  impacts  upon  the  elderly  and 
handicapped  community.     The  accessibility  of  the  elderly  and 
handicapped  community  will  be  enhanced  by  the  improvements 
contemplated  by  the  grant  application. 

At  the  hearing,  the  Public  Utilities  Commission  will  afford  an  opportunity 
for  interested  persons  or  agencies  to  be  heard  with  respect  to  the  social 
economic,  and  environmental  aspects  of  the  project.    Interested  persons  ' 
may  submit  orally  or  In  writing  evidence  and  recommendations  with  respect 
to  these  projects. 

Copies  of  the  application  for  a  federal  grant  for  these  projects  as  well 
as  the  current  Municipal  Railway  Short-Range  Plan  and  Capital  Improvement 
Program  will  be  available  for  public  inspection  at  Room  287,  City  Hall 
prior  to  the  hearing.     For  further  information  regarding  the  projects  or 
grant  application,  call  923-2573. 


Romalne  A.  Boldridee  / 
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Romalne  A.  Boldridge 
Secretary 
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